














The Twin Cities 
recognize the su- 

perior features of 

Ideal as evidenced by 
thislarge group of build- 
ings all Ideal equipped. 





Hidden Hardware in Ideal 


Equipment is Noiseless 


Too often hidden hardware in elevator door equipment is not only noisy, 
but a constant source of never-ending trouble. Not so with Ideal, for when 
hangers, checks, closers and inter-locks are all Ideal, there’s one responsibility 
for efficient performance and this must not fail. Silence is a big feature, but 
smooth, speedy operation is equally important—and positive safety comes first. 
Let us send you complete data on R-W Ideal Elevator Door Hardware for 
your files. 





NN Haneer forany Door that Slides 





AURORA, ILLINOIS, U.S.A. 


New York Boston Philadelphia Cleveland Cincinnati Indianapolis St.Louis New Orleans 
Chicago Minneapolis KansesCity LosAngeles SanFrancisco Omaha Seattle Detroit 


(630) Montreal - RICHARDS-WILCOX CANADIAN CO.,LTD.,LONDON,ONT. - Winnipeg 





Largest and most complete line of door hardware made 




















VOLUME XLVI 


ARCHITECTURAL 
FORUM 


Established 1892 












































CONTENTS for MARCH 1927 


Automotive Buildings Reference Number 





PLATE ILLUSTRATIONS Architect Plate PLATE ILLUSTRATIONS Architect Plate 
Baker Garage, Minneapolis Washington Terminal Garage, Newark 
a er Se er rea Larson & McLaren 33 sass ss06s 50 s0e.cec cK i. Srnemnaner 55 
Dodge Brothers’ Sales Room, Detroit Studebaker Building, Miami........... 56 
Oe PRT Albert Kahn, Inc. 34 Building for Lord Motor Car Co. 
Packard Sales and Service Building, © ...........ceee. Morgan, Walls & Clements 57 
Detroit Franklin Motor Car Co. Building, Holly- 
We ci et alate leasi dicho Albert Kahn, Inc. 35 wood, Cal. 
White Truck Co. Building, San Francisco 88s... eee Morgan, Walls & Clements 58 
LkRMe-steel Caw iaelee ae Henry H. Gutterson 36 Studebaker Show Rooms, Brooklyn 
Pierce Arrow Sales Building, Pasadena lid... cece cence eee Tooker & Marsh 59 
ee Marston, Van Pelt & Maybury 37 Cadillac Corporation Salon, New York 
Ford Motor Co. Building, Philadelphia wee ee eee Charles E. Birge 60 
CeO CASPORERH OO MES SS ESO OS Phillip a Tyre 38 A Pierce Arrow Sales and Service Building 61 
Packard Sales Room, Washington Biltmore Carage, Los Angeles 
Pe et ee rere eet George N. Ray 39 ss sductblivec <cattde cciencx cian -@ Stone 62 
Hotel Statler Garage, Buffalo Studebaker Building, San Diego........ 63 
EW RSE e O86 eRe ee Ss George B. Post & Sons 40 Packard Station, Detroit 
Fe Sr A Oe PR epesbanensecnchoumcents Albert Kahn, Inc. 64 
AP ee Te eS ]. B. Benedict 4| 
eae tee We Lg: | ancient teen Poe 
Pierce Arrow Building, Hollywood, Cal. Cover Design: Cadillac Salon, New York 
PENA CREAR pee EE C. R. Spink 43 From a Sketch by Birch Burdette Long 
Buick Motor Co. Building, Denver "Tine. Cxdidee's Fowwils... ccc ccc ese 69 
(lUbscadadeecee ohaeres Mountjoy & Frewen 44 Guy Lowell; An Appreciation 
Studebaker Sales Building, Pasadena 0 (occ e cect ener ececcvencs Ralph C. Henry 71 
ib Satie he wanna esses. +Frederick Kennedy 45 A New York Street of the Future 
Gotfredson Building, Los Angeles From a Drawing by Hugh Ferriss.......... Frontispiece 
ERS OR Pas Shee, Morgan, Walls & Clements 46 The Problem of Trafic Congestion, and 
Lincoln Agency Building, Denver a Solution 
phew pares Sa simarci anes Mountjoy & Frewen 47 scececccesesdvccce.. dare Wilay Corbett 201 
Nash Show Room, Havana Sales and Service Buildings, Garages and 
Bie x eens sa es ak ae Cesar E. Guerra 48 Assembly Plants 
Dees Tees Come eee i Ci Fu wtién Ren cs koasdeecenweeh eens Albert Kahn 209 
ae See eee Ralph Harrington Doane 49 An Analysis of Carage Design 
ee ee a ns mins Tree ret rr Albert O. Larson 215 
LEP ON SEP er Harry L. Pierce 50 The City Parking Carage 
Star Sales Building and Garage, Holly- 420] het eens ccvccscccece Robert O. Derrick 233 
wood, Cal. Heating and Ventilating Garages 
ee re Ee Morgan, Walls & Clements 51 Eee er ee 257 
A Show Room in San Francisco Mechanical Equipment of the Garage 
ey eee Marston, Van Pelt & Maybury 52 veeeeeeeeeeese+s+-Ralph Harrington Doane 259 
Stutz Sales and Service Building, Ho!ly- Layout of Automotive Buildings 
eee ee ee we] Tt 4 ohare eae ce ee Harold F. Blanchard 281 
ee eye et ee ee H. F. Haldeman 53 Architecture and Decoration of Automo- 
Shop and Garage, Hollywood, Cal. tive Show Rooms 
iste orecpta amet atied tee Morgan, Walls & Clements 54 vececeeeeccceee+++William F. Wharton, Jr. 305 






PARKER MORSE HOOPER, A.1.A. Editor 


Contributing Editors: 
Harvey Wiley Corbett; Aymar Embury II; Charles G. Loring; Rexford Newcomb; C. Stanley Taylor; Alexander B. Trowbridge 






















Published Monthly by 
ROGERS & MANSON COMPANY 


383 Madison Avenue, New York 
Howard Myers, Pres.; James A. Rice, Vice-Pres.; Robert Sweet, Sec. and Treas.; Paul W. Hayes, Asst. Treas. 


Yearly Subscription Payable in Advance, U.S.A., Insular Possessions and Cuba, $6.00, Canada, $6.75. 
in the Postal Union, $7.50 


Single Copies, 60 cents. All Copies Mailed Flat 


Trade Supplied by American News Company and its Branches. Entered as Second Class Matter at the Post Office at 
. New York, N. Y. 


Copyright, 1927, by Rogers & Manson Company 


Foreign Countries 


























THE ARCHITECTURAL 


FORUM 


~ March, 1927. 











Ahoy frrennial, 


Window Shades 


Many of America’s finest office buildings, banks, 
and schools are installing Athey Perennial Window 
Shades, because by doing so they eliminate the ex- 
pense and fire hazard of awnings, and also get away 
from the costly old-time method of installing shades 
that must be replaced every few years. 


Also: Athey Shades can be raised from the bottom, or 
lowered from the top—providing perfect control of the 
light, and permitting shading the part of the windows that 
require it, without shutting light from the balance of the 
room. So they are not only the least expensive’ shades 
(long life considered) but by far the most practical and 


decorative. 


They are built in any length, and in widths up to 16 feet. 
With them one can shade, in a decorative way, any window 
head 


circle, segmental or Gothic, by using sunbursts radi- 
ating from a common center. 


The Gibraltar Bldg., 


Write for complete information and prices | hihey Company 


of the Prudential Ins. Co., at Newark, N. J. 
Cass Gilbert, Architect 


Another fine building does away _ 
awnings and makes replacements of. 
window shades unnecessary by using 









aE aie 


Filet reerey re 





" STRAINED Wier 





~ 








Detailed drawing showing construction 
and operation of Athey Perennial Shades: , 
The cloth used is a high grade of coutil, 
herringbone weave, 200 threads to the 
square inch, mercerized and. calendered to 
a smooth finish that resists dirt. It is ‘as 
near indestructible as cloth can be made, 
. and is dyed in seven non-fading colors. 
‘' Running on strained wires the shades 
cannot flap out of open windows and tear, 
and ‘they have no latches, catches, rollers . 
or springs to slip, stick or break, 
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HE problem of planning for a city of the 
size and growing international importance of 
New York is so great, so involved and so 
complicated, embracing as it does so many and varied 
interests subject to multiple and diverse influences, 
that in order to make a beginning one must start by 
setting down certain limitations and then confine 
one’s efforts within these limitations. In doing this, 
_ | realize that it necessarily excludes from consider- 
‘ation an infinite number of things which could and 
very properly should bear upon the problems I have 
in hand. I do not wish to underestimate or belittle 
the importance of any of these. In fact, before pro- 
ceeding with this problem and defining the limita- 
tions under which I propose to work, I vigorously 
recommend that the fullest study be given to such 
general principles and fundamental considerations as : 
1. The possible increase in the stringency of the 
“zoning for height’ law, so that the bulk of future 
buildings may be limited, thereby limiting to some 
degree the increasing congestion in the streets, which 
naturally results from this increasing bulk. 
2. The possible increase in the number and extent 
_ of “residence zones,” so that workers may be nearer 
their places of employment, and the city thereby 
saved the economic waste resulting from transport- 
‘ing a great part of its population twice daily,— 
down town every morning, and home every evening. 
3. The possible increase in “zoning for use,” so 
that various types of manufacturing may be grouped 
with reference to the hours of workers, and to the 
movement of raw materials and finished products. 
4. The possible application of the zoning idea to 
the complete elimination of certain types of manu- 
facturing from the Borough of Manhattan; to the 
placing of theaters and places of public assembly at 
distances from each other great enough to avoid the 
‘crowding that now occurs in our present theater cen- 
ter; and to the purchase by the city of many small 
squares in “dead” zones, for the creation of small 
parks, which in New York are now lamentably few. 
5. Possible increase in the police powers for the 
further control and regulation of street traffic; ex- 
‘tension of the “pulsating” system for all crossings ; 
' regulation of hours for truck and van movements ; 





















The Problem of Traffic Congestion, and a Solution 


By HARVEY WILEY CORBETT 


limitation in the number and use of taxis and pleas- 
ure cars, with certain zones and hours for their use ; 
limitation in the use of gas-burning motor engines; 
and even the possible ultimate requirement that deliv- 
eries and parking must be done within building lines, 
not on public streets,—a detail of great importance.. 

I believe that all of these principles—and many 
more developed by engineers, sociologists, town plan- 
ners and statisticians,—will eventually be put into 
effect. I find it difficult in discussing this subject 
to avoid drifting into these very questions, as the 
solutions they offer seem so alluring. We all have 
ideas along these lines and would be glad to offer 
them for whatever they may be worth, but we still 
feel that in spite of all these ideas being put into 
effect, the fundamental problem still remains un- 
solved. My belief is based upon the fact that a city 
is composed of human elements which may con- ° 
stantly present changing equations. The city may 
be likened to a living body, with arteries, veins, and 
capillaries. As the corpuscles of the blood carry the 
nutriment through the arteries, slow down to deposit 
it in the capillaries, take up the waste and carry it 
away through the veins,—so, metaphorically speak 
ing, do the various forms of conveyance in the city 
carry the people and freight, which are the food of 
the city, through the avenues, slow down in the side 
streets, stop and deposit their loads in the buildings, 
take up new loads, and again continue the cycle. 
This movement of traffic is just as essential to the 
life of the city as the movement of the blood is to 
the life of the body. Thin traffic like thin blood 
represents an anemic condition. Congested traffic, 
like excessive blood pressure, threatens the health 
of the body, that is to say, the normal and proper 
growth of the city. | view city planning as the study of 
the city’s proper growth, and with this in mind have 
set down these limitations as what, after very careful 
study seem to be to be a basic method of procedure : 

1. Increase in population and bulk of buildings, 
which is both necessary and desirable. 

2. Fast movement of traffic of all forms, which is 
essential to healthy growth. 

I feel that I must limit myself to the study of the 
physical aspects of the city as determined by these 
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Present Condition on an Average Street 


two basic principles. Growth,—why is it both nec- 
essary and desirable? It is necessary because it is 
an essential element in the continued vitality of a 
city. The “dead” portions of any city are those 
which are not growing—i.e., not increasing in num- 
ber and bulk of buildings. It is desirable because 
a great concentration of population in the business 
heart of a world city like New York makes for effi- 
ciency in business relationships and cooperative ef- 
fort. Representatives from every part of the world 
can be in close business and personal itouch with 
those from every other part. Circulation,—why is 
it necessary to growth? It is necessary because lack 
of it has already shown, in many sections of New 
York, that growth will stop for lack of food,—peo- 
ple and freight,—and a locality once “dead”’ is diffi- 
cult to revive. Growth in number of buildings in- 
creases congestion in streets. Opening up the streets 
to relieve congestion makes way for increased cir- 
culation and for increase in number and bulk of 
buildings, and what seems to be a “vicious circle”’ is 
created. Can some method be devised whereby 
growth and open circulation can both continue with- 
out the one operating against the other? 

A study of the relation of building areas to street 
areas shows that in the standard “gridiron” section 
of New York for every acre of building area there 
is a half-acre of street area. This seems to be the 
largest proportion of street area to building area 
to be found in any large city in the world outside 
the United States. Therefore, I suggest this further 
basic policy as a guide to efforts in city planning, 
that the general relation of building area to street 
area should be kept as it is. Widening existing 
streets or cutting new streets is always a “capital 
operation,” because to be of any real value the widen- 
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First Step toward Improvement 


ing or cutting has to extend for long distances and 
involves an endless number of individual property 
owners. To retain existing property lines, in prin- 
ciple, even though the city increases the restrictions 
over what may be done within those lines, is always 
simpler than any attempt to change those lines. - I. 
therefore question the desirability of a wholesale 
cutting of new streets or a widening of present 
streets, but since the city must grow, the streets must 
be increased in capacity, and since they can’t be 
widened or increased in number, some form of 
double decking must be used. The double decking 
of streets is not a new idea. Leonardo da Vinci 
proposed it in a scheme to replan Milan. Most Euro- 
pean cities have portions in which streets are at dif- 
fering levels and have some form of double decking. 
Chicago has an important boulevard which is double 
decked for a considerable distance. But before pro- 
posing a system of double decking for the streets 
of New York it would seem only proper that a very 
careful study be made of traffic to determine if there 
is not a rational division or separation in the various 
forms of traffic, which could become the basis of 
determining the form and character of the double 
decking. I find that a careful analysis of traffic in 
all its forms leads one to the inevitable conclusion 
that it is of these three different and distinct types: 

Foot: All forms of pedestrian traffic. . 

Wheel: All forms of vehicular traffic. 

Rail: All forms running on fixed rails, 

I feel, furthermore, that in the congested centers 
of the city, at least, these three forms of traffic (the 
horse is eliminated from consideration in the city) 
do not belong on the same level. It has been ac- 
cepted as axiomatic that. the “grade crossing” of 


roadway and railroad is a serious menace. Rail-and- 
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Parking Space Provided beneath Buildings 


wheel do not belong on the same level at the same 


point. Why should not this principle apply to wheel 
and foot traffic? In the United States over 12,000 
people were killed by automobiles in one year. One 


can imagine the much larger number injured and 
maimed! It seems logical that some steps should be 
taken to correct a condition that each year becomes 
more I find in studying these three forms 
of traffic.—rail, wheel and foot,—that rail, in its 
present form, at least, is the heaviest in weight, 
wheel next, and foot, of course, the lightest. Fur- 
thermore, of the three forms, wheel has increased 
beyond the bounds of all imagination, and is con- 
tinuing to increase at a rate no one would attempt 
to estimate. On the other hand, rail traffic as a 
freight carrier, within the city, is certainly becoming 
less and less important, and as a passenger carrier, 
except in subways, is beginning to give place to 
wheel. It seems rational, therefore, in any scheme 
proposing to divide traffic into its three natural divi- 
sions through a process of double or triple decking 
the streets, that we start by placing the wheel traffic, 
the largest and most rapidly growing, on the present 
street level, which is already there and _ requires 
neither to be dug out nor | built up; that all rail trafic. 
be placed underground, as subways; and that foot 
traffic be raised one story above the street level, car- 
tying bridges across at all corners, and at_one or two 
poits in the long blocks as well, so that people cat can 
move tminterruptedly throughout as large a district as 
is cov ered by the expansion of the double decking idea. 
Double decking, while difficult, is not impossible. 

I recognize the almost insurmountable difficulties 
of the problem and the very radical nature of the 
suggested solution, and yet I believe such a solution 
can be brought about by a very gradual process 


serious. 
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Arcaded Sidewalks within Buildings 


which will make it possible of realization. The most 
serious criticism of this proposed division of traffic 
in levels is not aimed at the principle of division; 
everyone seems to concur in the basic theory that 
such a division is sound logic, but it is aimed at the 
position given to the rail traffic. The idea that all 
future city population must spend a portion of each 
day underground where the air is of doubtful fresh- 
ness, to say the least, and where artificial light is the 
only possible kind ; that thousands would move from 
their homes into these holes in the ground, come out 
only to enter artificially lighted offices and then re- 
turn to the underground and back to their homes 
after dark; that the one chance of most of the work- 
ers for getting a little fresh air and daytime outlook 
would be lost for six days a week ;—these ideas are 
repugnant to every student of this problem. How- 
ever, everyone agrees that rails could not remain on 
the streets or over them in elevated structures as at 
present, and they must go down, or else go far up, 
as has been proposed and is now ae seriously 
developed, in so-called “airways,’ . light suspen- 
sion bridges of open construction Resse by pylon 
buildings at station points, the rail level being so 
high, 200 feet or more above the city, and the type 
of car so light, that none of the objectionable fea- 
tures of the present “elevateds” would be retained. 
The real point about rails is that they must “go out 
of the picture” as far as the visual aspect of the 
streets is concerned. That matter has become a 
transit problem, on which many experts are now 
engaged. While I have many ideas on the subject, 
such as that just cited of a natural objection to sub- 
ways, I do not consider transport by rail as part of 
the immediate problem. 
poses 


The division of traffic pro- 
to gradually remove all rails from the streets, 
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so that where they go does not concern us in solving 
the highly difficult and complex problem of traffic. 

Before outlining in more detail this process of 
traffic division and the steps one would take in accom- 
plishing the desired result, let us look for a moment 
at the future city. Let us assume that the steps sug- 


gested here have been taken, and let us see if the. 


desired result is worth the effort we all realize must 
be made to achieve it. We see a city with sidewalks, 
arcaded and with solid railings. We see the smaller 
parks of the city, of which we trust there will be 
many more than at present, raised to this same side- 
walk-arcade level, public parking space for autos 
being provided underneath, and the whole aspect has 
become that of a very modernized Venice, a city of 
arcades, piazzas and bridges, with canals for streets, 
only the canals will not be filled with water but with 
freely flowing motor traffic, the sun glittering on the 
black tops of the cars and the buildings reflected in 
this waving flood of rapidly rolling vehicles. From 
an architectural viewpoint, and in regard to form, 
decoration and proportion, the idea suggests all the 
beauty, and more, of Venice. There is nothing in- 
congruous about it, nothing strange. The New York 
f the future, thus adapted to the requirements of a 
far greater population, is no stranger than the New 
York of today. But it will be infinitely more con- 
venient and harmonious. In Venice there is the 
adaptation of a city to the necessities of the site on 
which it is built. The New York of the future will 
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be an adaptation of the metropolis to the needs of 
traffic, freeing the city from.the ‘unsightly. conges- 
tion and turmoil of the present. “Pedestrians will 
move about through arcaded streets, out of danger 
from traffic, protected from the snows: of winter and 
the glare.and heat of the summer sun. Walking 


-would become. a pleasure, instead of, as it is now, 


one of the most hazardous of occupations ; shopping 
would be a ‘joy ; the over-wrought nerves of the pres- 
ent New. Yorker would be restored to. normality, . 
and the city would become a model for all the world. 
This seems worth while, worthy of a great effort, - 
and it certainly warrants a_trial—provided, of 
course, that it accomplishes what we start out to 
accomplish, viz. :—a system of traffic division so per- 
fected that the city can continue to grow and the 
streets can still take care of the increasing traffic. 

If street capacity is to keep pace with the increas- 
ing number and bulk of buildings, an elastic method 
of enlarging the street capacity must be provided. 
How can this be done if streets are neither to be 
widened nor increased in number? [| find in certain 
sections of New York, where buildings are now up 
to and beyond the bulk limit set by the zoning law, 
that traffic, in spite of one-way direction and many 
other stringent police regulations, still moves,—al- 
though it moves haltingly. I believe that if the exist- 
ing capacity of such streets could be increased, say, 


several hundred per cent, the process being gradu- 
ally applied, we would be safe in assuming that suffi- 





Elevated Sidewalks Provide Wider Roadways 
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cient capacity is assured for all time. Can such an 
increase of capacity be secured? Let us examine 
conditions in a typical cross street in the gridiron 
section, such as one finds between Fifth and Seventh 
Avenues in the thirties. Here we have only one-way 
streets, 30 feet from curb to curb. In order for 
business to continue, vans must stop in these streets, 
to load and unload, other trucks and vans must move 
through, autos must park at least temporarily. Even 
the casual observer notes that these streets are not 
only one-way, but that one machine at a time can 
barely get through! This machine is often 
stalled for several minutes during which there is no 


one 


movement whatever, and this is not caused by the 
stoppings at the corners for north ana south traffic, 
hut merely by stopping necessary to the life of that 
particular block. Assuming, then, that these streets 
at congested hours have only a one-machine road- 
way left open, that means that the effective street 
space is only at the most 10 feet wide. 
take the first step in this contemplated change of 
levels, and build a raised sidewalk the length of 
the block on both sides. This could be constructed 
on piers built a foot or two from building lines. 
The old sidewalks become additional 
the necessary room for loading 


street 
and unloading 


areas, 


vans and parking autos is provided, and the por- 
tion of street left free for moving traffic is in 
creased from 10 to at least 30 feet, an increase in 
capacity of 200 per cent! 


Let us assume that this 





Raised Sidewalks and Bridges Provide Safety and 
Street Space 





Let us now 
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in turn becomes crowded in time. What is the next 
step? A law is passed, along with a building act 
similar to many already on the statute books. regu- 
lating the height of the second tier of beams of all 
future buildings in certain zones, also a fixed spacing 
of column points, and a certain clear arcade height 
on the second story level. When a block has been 
rebuilt (not so long a time as one might imagine, 
when one sees the rate at which buildings change in 
New York), the temporary cantilever sidewalk is . 
removed, the new arcade sidewalk opened, and the 
space under the sidewalks opened for vans loading 
or unloading or for motor parking. The street width 
available for moving traffic has widened to 60 feet, 
an increase of 300 per cent, making a total of 500 
per cent. 
what is the next move? 
buildings is taken for all motors at rest, the space 
under the arcaded sidewalks is taken for slow-mov 
ing traffic, and the street width has been increased 
in capacity by another 200 per cent !—and the process 
can continue, thanks to the fact that the foot traffic 
area has been raised, ad infinitum. In fact, it could 


Supposing even this to become crowded, 
Additional area under the 


continue until the entire surface under the buildings 
is available for traffic, if ever such a condition should 
demand it, and it is not impossible that it may. 

We have been considering only a narrow cross 
street and have shown a method of gradually in- 
creasing its effective traffic capacity up to and even 
All this applies with equal or 


beyond 700 per cent! 





> 


Possible Architectural Treatment of Sidewalk 
Arcades 
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ELEVATED SIDEWALKS AND BRIDGES ACROSS AVENUES AND STREETS PROVIDE UNINTERRUPTED 
FLOW OF TRAFFIC 
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AN AVENUE OF THE FUTURE, SHOWING ELEVATED SIDEWALKS, PASSENGER CAR ROADWAY, AND 
TUNNEL FOR TRUCKS 
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greater force to the wide north and south avenues 
of the city. Their traffic capicity could be increased 
to the same extent by the same gradual process. But, 
‘as Mr. F. A. Delano has pointed out, this still leaves 
unsolved the conflict of slow- and fast-moving vehic- 


ular wheel traffic and, what is even worse, the cross- 


ing at the same grade of north and south with east. 


and west traffic. He, therefore, proposes that the 
north and south arteries of Manhattan Island be 


_double decked their entire width, providing thereby 
_ an uninterrupted upper level for fast-moving vehi-’ 


cles with connecting ramps to the lower level only 
at such points as the wide cross streets, such as 14th, 
34th, 57th, ete. He further 
this work we must begin where we can do the most 
good and where the need is greatest. The avenues 
near the water fronts are ideal places to undertake 
‘the high level development, because there the high 
level will extend the view over the water, and there 
the low level is needed for the trucking of freight 
and for the heavy rail and steamship traffic. 

I am favorably disposed to this suggestion of the 
upper level boulevard or motor speedway along the 
rivers which flank the city. These marginal streets 
in most cases are very wide. The elevated speed- 
way could be extended from the building line on the 
city side to half the width of the marginal street and 
provide an ample speedway. Furthermore, this 
speedway, being at the edge of the city, so to speak, 
would not have to be crossed to any great extent by 
pedestrians, it being vears before the raised pedes- 
trian level would be likely to extend to these river 
streets. Ample room could be found for the occa- 
sional access ramps from the general wheel level of 
the city, and because of the narrow shape of Man- 
‘hattan Island, such an elevated marginal speedway 
would be easily accessible for fast-moving long dis- 

tance traffic from any part of the city. I do not 
‘view with favor the idea of double decking, even in 
the distant future, of all north and south avenues. [ 
feel it to be a wrong principle to close over these 
streets from building line to building line and to 
depend for ventilation of the. space underneath, 
where the slow-moving and heavy gas-burning 
trucks would travel, on the narrow openings at the 
cross streets, and to rely on artificial illumination as 


the only means of making the lower level possible 


for traffic. Is there not some other effective way 
of separating slow and fast wheel traffic and of 
avoiding the conflict at the same grade of. north and 
south with east and west traffic ? 


I concede that the pulsating system of traffic reg- - 


ulation, even when extended to the whole city, is 
‘still far from perfect and is now, even on Fifth Ave- 


nue, the cause of the most serious blocking of traffic: 


that occurs. Let us examine for a moment the pos- 
sibilities offered by some form of “basket weaving” 


the streets at the crossings. Remembering again 


that the foot traffic level has been raised, and that of . 


necessity, the shopping level, store front level and 
business level have all gone up with it, one of the 
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“basket weaving’’. the ‘streets 
has been removed,—that is the objection to a vary- 
ing level of store fronts. Under our present system 
of street, sidewalk, and store front all on ‘the same 
level, any change of grade such as occurs when one _ 


Street passes over or under another, creates a condi- 


tion bad for appearance and bad for business. But: 
by raising the people and the shops we should have 
only the traffic to deal with, and “basket weaving” 
the crossings becomes comparatively simple, with the 


‘result that a motor could then move from any point ’ 


in the city to any other point at any time without a 
single stop. I do not attempt to estimate what per- 
centage of increase this would mean, but anyone who 
has noticed how rapidly a street clears when inter- . 
ruptions cease must realize that such a system would 
probably be the greatest factor of all in facilitating . 
traffic movement. Now as to fast- and slow-moving 
traffic, two methods are possible,—one, that of re- 
serving certain avenues for fast-moving traffic, as 
Fifth Avenue is now, and another that of reserving 
the central spaces of all avenues for fast-moving 
traffic. When one realizes that the effective width 
for moving traffic has been extended from building 
line to building line—and that carrying half of each 


_cross street under the avenues leaves the full effec- 


tive width free for uninterrupted movement, it seems . 
as if zoning the middle of the road for the faster 
moving vehicles should be sufficient to overcome the 
conflict of slow and fast traffic. 

In conclusion, I believe that. there is offered in 
these suggestions a solution of the traffic problem 
of New York, particularly of Manhattan Island, 
which is sufficiently comprehensive to meet all con- 
tingencies,—sufficiently gradual in its progressive 
development to be possible of realization. I there- 
fore recommend to all groups of town planners that | 
the basic principles of which I give a concise resume 
be adopted by all in the development of plans for ° 
the particular districts under their control. 


BASIC PRINCIPLES 


1, Growth of the city is necessary and. desirable. 
2. Circulation is essential to healthy growth. 


3. Streets in their present area and number should 
be made sufficiently elastic for circulation. 

4. Growth of streets is provided by traffic division. 

5. Traffic division falls naturally into three levels, 


—foot, wheel and rail. 
6. Foot traffic goes up one story, and ilnie side- 
walks, shops and small parks with it. 
Wheel traffic stays on the street level, extend- 
‘ing under buildings to meet growing demands 
“on capacity. 


a 


_&. Rail traffic goes silent or up in the air 


and. becomes a special transit problem outside’ 
the province of the architects. : 
9. Long-distance fast-moving north and south 
traffic is to have marginal elevated speedways. ~ 
10. Traffic interruption to be ultimately eliminated by 


- what is termed “basket weaving” the crossings. 











/ Sales and Service Buildings, Garages and Assembly Plants 


By ALBERT KAHN 


HE growth of the automobile industry has 

been the marvel of the past 20 years. Prophe- 

cies anent the futility of trying to make the 
horseless carriage move long ago took their place 
with the dodo and other like relics of the past. Even 
the more modern prophecies having to do with the 
“saturation point” have been very nearly forgotten. 
As the far-visioned man who conceived one of the 
vast automobile manufacturing groups remarked 
years ago, “‘there is no such thing as the saturation 
point.” So the making and selling of motor vehicles 
for both pleasure and business goes merrily on, and 
no reason presents itself as yet for believing that any 
marked cessation in automobile manufacturing will 


take place. It was not common'y recognized in the 


early years of the history of the automobile industry 
how great a part the motor car would play in our 
transportation development. As we have come to 
realize that the business of transportation is the 
great keystone of our whole industrial structure, we 
have also perceived that the greatest single factor in 
the business of transportation is the self-propelled 
or motor vehicle, whether it be truck, motor bus or 
private motor car. The function of the railroad is 
becoming more that of carrying the long-haul traffic. 

As automobile producing began to assume large 
proportions, the problem of the retail marketing of 
the product and the necessity of providing facilities 
for the care and repair of cars in the purchasers’ 
hands became so great that it is not surprising that 





Ford Motor Car Company Sales and Service Building, New York 
Albert Kahn, 


Inc., Architects 
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Ford Motor Car Company Assembly Plant, St. 
Inc., Architects 


Albert Kahn, 


manufacturers were glad to shift this burden from 
their own organizations to those of dealers who con- 
ducted their own stores and garages. 
the manufacturers of motor 


Very few of 
cars now conduct their 
although they 
over 


must exercise a 
them and in many 
financial interest. - It is, therefore, 
necessary to consider two distinct types of building 
devoted to the 
separate type 
manufacturing 


service | 


own service stations, 


measure of control 


cases 
possess a direct 
sale and upkeep of cars, as well as a 
used by some companies as branch 
buildings. The first type of sales and 
of cars and their attendant service. 
rooms are a part of such buildings. 
advisable that 


Interesting show 
It is, 
shown separately 


of course, 


new cars be from 
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Paul 
used cars. Thus a secondary show room is required, 
—naturally of lesser importance architecturally, how- 
ever important it may be from the standpoint of the 
dealer’s. profit. . Accompanying such a-sales room 
group will be found, in most cases, a garage and the 
necessary office space. In common with the expe- 
riences of manufacturers of automobiles. who have 
found it desirable to eliminate, as far as possible, the 
vertical transportation of bulky materials, the modern 
service building is likely to be a single-story structure 
spread over a considerable area of ground. In some 
instances such structures are two or three stories 
high, depending on ramps rather than on elevators 
for transportation of cars from floor to floor. In 
truth, the extensive use of ramps in this type of 


Workshop, Ford Motor Car Company Assembly Plant, St. Paul 
Albert Kahn, Inc., Architects 
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Ford Motor Car Company Exhibit Department, Assembly Plant, St. Paul 


Inc., Architects 


Albert Kahn, 


building is a striking example of modern adaptation 
to changing conditions. .The plan of the Richards- 
Oakland Service Building, now under construction in 
Detroit, shows a typical example of the use of ramps. 

The problem of servicing the automobile is so im- 
portant that dealers usually endeavor to provide well 
for this particular feature of their work. In congested 
localities, where land is particularly valuable, it has 
been found desirable to separate the sales and service 
departments in different buildings. Thus, we find a 
building like that of the Packard Motor Car Com- 
pany of New York, which is now being erected on 
Eleventh Avenue, and near by a similar structure 
erected_a few years ago for the Buick-Oakland 
Companies’ service. The use of different parts of 
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the same building by two different makers of cars, 
as in the case of the Buick-Oakland Service Station, 
is exemplified in a much more striking manner in. 
the case of the General Motors Building in Detroit. 

Plants for the manufacture of motor vehicles 
resolve themselves into two types. In the one we 
find a large central factory, where the entire product 
is manufactured. The factories of the larger and 
higher priced cars generally come under this head. 
In the case of the makers of smaller cars, such as 
the Ford and the Chevrolet, we find that much of 
the product is manufactured in one plant and assem- 
bled in different plants scattered about the country. 

The modern tendency toward the building of one- 
storv structures, located in places where the price 


Exhibit and Sales Room, Ford Motor Car Company Assembly Plant, St. Paul 
Albert Kahn, Inc., Architects 
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Dearborn Engineering Laboratory, ‘Dearborn, Mich. 


land is low and.where railroad facilities are satis 
factory, has been ‘given a considerable impetus by 
the foresight of large automobile builders in erect 
ing this type of construction. The management of 
an assembly plant does not greatly concern itself 
with the retailing of cars. Nevertheless, in some.in- 
stances, show rooms are provided even in these as- 
sembly plants as a convenience to the district dealers 
for demonstration purposes. They are also of con- 
siderable advantage to the small retailer, affording 




















. 





him the opportunity of showing a prospective cus- 
tomer the full.line of cars, which he will not always 
have room-.to show or the funds to keep on display. 

The development of the large commercial garage 
constitutes a considerable subject by itself. Much 
has been written regarding this type of structure, 
and the construction of such buildings can no longer ° 
be classed as general news. There are a few prin- 
ciples in the designing of garages, however, which are 
worthy of consideration. The plan adopted in the 


Detail, Dearborn Engineering Laboratory, Dearborn, Mich. 
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Inc., 
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’ Dearborn Engineering Laboratory, Dearborn, Mich. 


Fort Shelby Garage, Detroit, has proved successful. 
The entire floor is given a slight incline of approx 
imately 4 per cent,—one-half the story height being 
negotiated in one direction, the other half in the op- 
posite direction. The turns at both ends are inclined 
about 15 per cent. Thus it is posbsile to drive contin- 
uously from the entrance to roof, four stories above, 
without mounting any sharply pitched ramp. The cars 
are parked upon these inclined floors as shown in the 


illustration on page 214. The floor construction 


~<a a SEE: 
SOP ata 





spans the entire distance of 50 feet. In this build 
ing the typical spacing of columns is 21 feet, 3 inches 
by 50 feet. The building is situated on a corner, 
the portion adjoining the more important street be 
ing constructed with a level floor. The lot being 
130 feet wide by 150 feet deep, only two of the 50 
foot widths are thus inclined. The only objection 
which has been found to this garage is that the build 
ing could not be ‘This, ; 


however, would hardly seem a just criticism, ‘since 


used for other purposes. 
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Main Entrance, Dearborn Engineering Laboratory, Dearborn, Mich. 
Albert Kahn, Inc., Architects 
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Ramped Floors, Fort Shelby Garage, Detroit 
Albert Kahn, Inc., Architects . ; 


garages have become as much of a necessity as have 
hotels, office buildings, theaters, etc., each of which 
is distinctly planned for its one and only purpose. 

In many large garages an improved plan is used. 
In these the floors of two adjacent units are stag- 
gered, and inclines form passages from one level.to 
the other. The result in this type is, therefore, the 
same as in the inclined type of the Fort’ Shelby 


Garage in that cars may be driven continuously from 
ground to top floor. The garage lately built for 
the Detroit News has been built on-.this latter plan. 

A notable thing about the garage buildings men- 
tioned here in the long-span construction. The width 
of the spans between the columns in these buildings 
allows practically clear floor space for both park- 
ing. and aisles, eliminating free-standing columns. 








New Building for The Detroit Garages, Inc., Detroit 
Robert O. Derrick, Architect 











An Analysis of Garage Design 


By ALBERT O. LARSON 


HE problem of parking automobiles in the 
business district of a city has resulted in an 
intensive study of the possibility of utilizing 
expensive downtown property for garage purposes. 
The cost of such property is ordinarily so high that in 
order to get a location convenient to office buildings, 
theaters, etc., the plan must be such that the greatest 
number of cars can be accommodated at a minimum 
construction and operating cost. _ 
The staggered floor system with ramps probably 
results in the greatest amount of storage space in ‘a 
given area and represents the only solution for the 
exit of several hundred cars within a few minutes 
- each day, which: would be impossible with any sys- 
tem of elevators: The amount of space required 
for enough elevators to take care of rush hour traf- 
fic together with the cost of operation, more than off- 


sets any possible advantage that elevators might: 


have: A study of car sizes and the amount of area 
required for their storage shows that an aisle, with 
cars parked on either side, should not be less than 
50 feet or more than 55 feet wide; therefore, a 
garage plan should be in multiples of 50 feet in at 
least one direction,—that is, the waste of space in 
_ a lot 80 feet wide is too great to make possible 
economical planning. The spacing of columns is 
very important. Contrary to the general belief, the 
elimination of all columns in a parking garage is of 
no advantage, because of the difficulty of maintain- 


ing definite stall divisions and the consequent waste 
of space by diagonal parking. Two systems of han-— 
dling cars are being used in public garages. In the 
first instance, where all the handling of cars is taken 
care of by the attendants, the three-column bay may 
be advisable in that there is a slight saving of space, 
and if the garage is used at all for truck storage, 
such an area will accommodate two trucks. In 
garages where the cars are driven to the stalls by 
their owners, a two-car bay will be found preferable. 
This arrangement minimizes the amount of damage 
done to cars in parking. Ramps should not, in any 
event, be less than 20 feet wide in the clear, which 
allows two cars to pass each other. With narrower 
ramps, it is necessary during rush hours to maintain 
one-way traffic which greatly slows up service. An 
important item in the locating of ramps is that the 
visibility from floor to. floor be as clear as possible, 
with no such interruptions as elevator shafts, closed- 
off rooms, or stairways. A practical grade for ramps 
is from 15 to 17 per cent. Steeper grades will re- 
sult in frequent accidents on account of poor brakes. 
It is important that the finish of the ramps be rough- 


‘ened to prevent skidding. The use of grooves has 


been found unsatisfactory, because of the collection 
of dirt in them, and also because the spaces between 
the grooves get slippery. By far the most economical 
and satisfactory finish, both for ramps and aisles, is 
a rough wood or carpet float finish. The use of a 
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Cross Section of the Baker Garage, Minneapolis 


Larson & McLaren, Architects 
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- many heating units on the upper floors. 
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metallic hardener in the finish will add years to the 
life of the floors, important, since they are much used. 


The ceiling heights in garages should be gov erned 
entirely by the usage. If truck storage is ta be 
accommodated, ceiling heights will have to conform 
to the required clearances, but if the garage is to be 
used solely for the parking of pleasure cars and pos- 


- sibly light delivery trucks a clear ceiling height of 


from 8'2 to 91% feet is entirely adequate. Where a 
limited amount of truck storage space is required, 
construction costs may be reduced by limiting such 
storage space to certain parts of the lower stories. 


The mechanical equipment in a garage is as im-- 


portant as the general planning. By careful.study, 


the cost of such equipment can be kept within a rea-’ 
_ sonable proportion of the total cost. 


The number 

floor drains required need not be: large if they 
are properly located. 
on a storage floor is at the rear of the line of stalls, 
rather than in the aisles. If melting snow runs off 
the cars into the aisles, the danger of. skidding. is 
greatly increased. Men's and women’s toilets should 
he located conveniently. to the entrance, and - pro- 
vision should be made for accommodations. for the 
garage employes, possibly in the basement... Air-and 


water should be provided at a central location on- 
each floor, since they are required for many. uses. . 


A considerable saving in operating cost and on 
the initial installation can be made in heating by the 


use of fan-driven unit heaters instead of either cast 


iron or pipe coil radiation. One unit should always 
be provided facing each door to the outside. Ample 
heating at these points will eliminate use of a good 
In. ramp 


garages, in particular, it will be found that very 


little heating will be necessary on the upper floors on’ 


account of the easy rising of heat up the ramps. 
Care should be taken that the bottom of any unit 
heater is sufficiently high above the floor for car 
clearance, otherwise injury to vehicles might result. 

The illumination needed in a garage may be con- 
fined simply to rows of lights from 15 


apart in the main aisles and ramps. <A generous 


amount of illumination should be provided in the. 
‘ramps and at the entrances. 


These lights should all 
be controlled from a master switch in the office, thus 


‘preventing the necessity of having the garage atten- 


dant go up through the building to turn lights on 
and off, a detail more important than it might seem. 
A number of satisfactory door openers are on the 


market, but the points to be considered chiefly are © 
The oper- . 


simplicity of design and control features. 
ator with worm gear, operated directly from a motor, 
is possibly the sturdiest built. It has the instanta- 


-neous reverse feature, which enables the garage 


attendant to immediately reverse the action of the 
doors at any point. Numerous accidents will take 
place with any type of operator which has to com- 


_ plete the full closing or opening action before being 


reversed. Careful attention should be given this detail. 
The operations of greasing and washing in the 


The proper location for drains 


‘polishing of the body. 


to 20 feet 
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modern garage may be made ‘profitable if ample pro-~ 


visions are made for this work. .Grease racks which 


-are open clear to the floor, or the pneumatic type, 


which raises the ‘car on a platform above the floor, 
are to be preferred rather than the open pit in the 


floor, which represents ‘a real hazard to the life of 


the garage mechanic’ on account of. accumulation of 
carbon monoxide gas. Ample space should be al-. 
lowed for washing and polishing. A rack for the 

washing and cleaning of the chassis, raised about 


2 feet above the, floor, will cut the labor of such 


washing down one-half. The washing and polish- 
ing of the body are better done from the floor level. 


a arious patents .have been devised for washing cars, 


most of which are either very expensive to operate 


_.or are so positive as to destroy the finish on the cars. 


The system used in most of the largest garages con- 
sists simply of-an overhead hose connected from an 
ordinary mixing valve with both hot and cold water. 


A practical arrangement for washing is with two 


men on the chassis and two men on the washing and 
The time required for wash- 
ing with such an arrangement may be computed at 
15-minutes for. the chassis and 15 minutes for wash- 


ing and polishing the’ body, makitig what is really a . 


unit cost of ‘one hour’s. time for one man per car. 
~The whole operation and management of a public 


parking garage have grown from a haphazard, hit- 


or-miss proposition to a_ scientific business, and 
proper handling, together with a well- planned build- 
ing, will put such a business on a revenue-producing . 
basis.. A good exainple of the latest type of a large 


‘city parking garage is the Baker Garage in Minne- 
_apolis, which was planned as one unit of the Ter-. 
. minal Block development, which covers an entire 
. city block in the center of the business district. The 


large size of the city blocks of Minneapolis often 
means the loss of-a great -portion of the inside lot 
arrangement. _ In this development the diagonal 
arcade through the block, with shops and a large 
garage, has meant the ‘utilization of the entire ground 
area of the block on a high rental-producing basis. 
The Baker Garage has utilized a patented ramp -con- 
struction involving. staggered floors with ten levels 
and provision for the future construction of 18 addi- 
tional levels. The size of the building is 100 by 155, 
with additional space on’ the ground story. The con- 
struction is reinforced concrete throughout with 
removable metal forms. The first story has a double 


‘entrance, with office, women’s: waiting room, etc. 


Two greasing pits are located on the first floor, and 
the tenth level has been utilized for the wash racks. 
The successful operation of a city service garage 


~ is now attended with so.much competition that it: 


requires the most careful and ingeniously thought 
out planning and equipment to render it possible at_ 
all. To provide such planning and equipment is of 
course the function of the architect, and to do this 
he must avail himself of every aid and adjunct which 
experience can suggest or skill provide. It is partic- 
ularly difficult in that no two instances are alike. 
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KCAUSE of the tremendously increased pro- 
duction motor and because of the 
proportionate increase in their use for trans- 
portation purposes there has been, and will be, a 
continued and growing 


of cars 





need for public parking 
garages in all large cities throughout the country. 
This may be more true in the case of the usual mid- 
dle western city than in the east and other sections 
of the country, because of the lack in the middle 
west of other good means of transportation, such 
as elevated railways and subways. The surface 
transportation, consisting of trolleys, buses and _jit- 
neys, is entirely inadequate to handle the crowds, 
and distances are so great that, without the tre- 
mendous number of automobiles in daily use, these 
cities could hardly have grown to their present sizes. 

Street parking is dangerous and a nuisance and 
only complicates the existing difficult problems con- 
fronting police departments, fire departments and 
traffic officials. Outdoor parking in the larger cities 
is being gradually discontinued as the number of 
available vacant lots decreases and as police depart- 
ments more and more prohibit street parking. The 
public takes much better care of its cars than for- 









One of the New Buildings for The Detroit 
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Derrick, 


The City Parking Garage 


By ROBERT 


O. DERRICK 


merly, perhaps because they are now so well made 
that they last longer, and also because owners are 
taking more pride in their performance and appear- 
They are also gradually realizing the bad 
effects of outdoor parking in “sand lots” or on the 
streets where their cars, although not in motion, are 
yet at the mercy of the elements as well as of reck- 


ance. 


less, inexperienced and unscrupulous drivers. Police 
departments in any city will cooperate to the fullest 
extent with garage owners and welcome every im- 
provement in service, and in many instances they 
will prohibit street parking in the vicinity of the 
garages in order to keep the streets clear for mov 
ing traffic. It is quite obvious that with clear streets. 
the difficulties of fire departments are considerably 
lessened, and for this reason the public garages are 
a great help to them, and they encourage their growth. 
With all this in mind, several Detroit business 
men, headed largely by motor car manufacturers who 
are vitally interested in increasing rather than per 
mitting the decrease in the use of their products in the 
downtown streets of the principal cities of the coun- 
try, grouped themselves into a substantial organi- 
zation to do two things, which seemed quite possible : 
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Entrance, West Unit Garage Up and Down Ramp, East Unit Garage 
Views in Two Pittsburgh Garages; Robert O. Derrick, Architect 
1. To build, as a laboratory experiment, three The first company was The Detroit Garages, Inc. 
modern garages in the city of Detroit, to see Toward the close of 1925, when the Detroit experi- 
whether by proper designing and proper. mental garage had been built and in operation for a 
management such garages could not be made . year and had proved its earning capacity and the cor- 
almost immediately profitable in a large city. rectness of its basic theory, a second corporation, 
2. To form, if the experiment proved success- The National Garages, Inc., with a capital of a half- 
ful, a larger corporation to operate garages million dollars was formed, including in its stock- 
in other cities of the country, following the — holders and directorate nationally known men, bank- 
same lines, general design and management. ers, business men, and others of wide prominence. 
. 7 





Combination Garage and Sales Room, Stockton, Cal. 
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Detroit Garages, Inc. Filling Station Exit, Baker Garage, Minneapolis 
Robert O. Derrick, Architect Larson & McLaren, Architects 

Three years ago we were requested by The Detroit The National Garages, Inc. is associated in owner- 
Garages, Inc., to take up the study of this problem, ship or operation with these well conducted garages : 
and, after a thorough investigation lasting over six units in Detroit; 
months, with frequent visits to cities where large units in Pittsburgh; 
parking garages had been operating successfully, units in Portland, Ore. ; 
we designed the first unit, and four and one-half unit in Syracuse, N. Y.; 
months later the structure was in operation. The unit in Huntington, West Va., 
building of other units followed almost immediately, and it is associated in the same way with subsidiary 
not only in Detroit but in other large cities as well. corporations which are building structures in Colum- 
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Clarke's Strand Garage, New Orleans 
Favrot & Livaudais, Ltd., Architects 
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Bolling Jones Building, Atlanta 


Lockwood Greene & Co., Inc., Engineers 
bus, ©.. Memphis, and Birmingham, Ala., all of 


which structures we have designed on the same gen- 
eral plan, either directly or in association with local 


architects, a plan which often has much in its favor. 


In our original investigation and from our expe- 


rience gained by carefully watching the operation of 


each unit after completion, we obtained valuable in- 
formation which should be closely followed in order 
to produce a profitable investment for owners. Of 
course the location is of extreme importance. For 


instance, as a general rule, a garage on a very im- ° 


portant downtown street cannot operate successfully 
because of the value of the property, and also be- 
cause of the heavy automobile traffic in the streets. 
The heaviest traffic periods in the garage and on the 
streets are between 12 and 2 o’clock, in the middle 
of the day when a great number of cars go out and 
others come in, and again about 5 o'clock in the 
afternoon, when the building must be practically 
emptied in a few minutes. Five or six hundred cars 


‘cannot be quickly taken in or out of a building when 


the street is already crowded. Consequently, an ideal 
location is that situated just on the edge of a busy 


‘section and on a corner if possible. This corner 


location will usually permit the pedestrian entrance, 


-lobby, and offices on the more important of the two 


streets and nearer the center of activities, and the 


‘motor entrance and exit on the less important, quieter 
street. ‘But by no means allow the motor entrance — 
and exit to be located on a one-way street. . The rea- 


sons for this are obvious. People do not object to. 


driving their. cars half a block or so farther to the . 
garage, but when they walk to or from-the garage . 


it is important to have the pedestrian entrance as 
near as possible to the center of the section served 
by the garage. <A corner location will also usually 


- permit a gasolene station, which should be profitable . 


and is always desirable. The cost per square. foot 
must be kept at a minimum in order to produce a 
profitable investment, and only the cheapest methods 
of construction should be used, without decoration 


‘or use of ornament. This in itself is another reason. 


why a location on an important street is not feasible. 


good ventilation and light. They must be inviting: 
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Grand Circus Garage, Detroit 
Smith, Hinchman & Grylls, Architects 


Being merely factory buildings, they look the. part 
and would be considerably out of place in the imme- 
diate vicinity of monumental public buildings, office 
buildings and other important structures. There are 
many exceptions to this, and there is no doubt that 
these buildings are operating profitably, but they 
might be more profitable were it not for their more 
elaborate and costly elevations and interiors, made’ 
compulsory on account of their locations. . The loca- 
tion itself might be too valuable and ‘one where -an’ 
office building would bring a far better return, as 
is the general rule on expensive property on an im- 
portant downtown street in. almost any large city. 

The interiors of the garage proper, while of the. 
greatest simplicity, must be bright and clean, ‘with 





and present an appearance as different as possible _ 
from that of the old fashioned, dark and grimy 
garage. The lobby, however, should be. attractively 
decorated, well furnished and of generous size, for. 
it is here that the .patrons wait ‘for their-cars to be 
brought down’ from the.upper levels. The atten-. 
dants are no longer in- overalls, but in clean, neat 
chauffeurs’ uniforms and are trained to. give chauf- | 
feur service should it be required by garage patrons. 

Unless the available ground. area.is very small and 


valuable, requiring. great height to the. building, 


ramps will usually be preferable. In the first place 
the cost per square foot of constructing a ramp is 


-hardly more than the cost of ‘a level floor. Then 


there are no repair, upkeep or operating expenses in 
connection with a ramp, and the patron pays. with 
his own fuel the cost of- moving his car in the gar-.’ 


_age. On the other hand the original installation 
cost of elevators is. considerable, and the same. is 


true of the’ maintenance and. operating costs, with 


the company, instead of the patron, paying for the - : 


transportation of the car while in the building. 


. Again, in.a 10-story ramp garage, for instanée, with- 
‘out crowding: there can -be 40 cars in motion in the 


aisles and on the ramps, while in an elevator garage 


‘the number-of cars in motion is limited to the num- 
‘ber of elevators. By increasing the number of ele- 
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Accessories and Garage Building, Detroit 
Albert Kahn, Inc., Architects 


vators the car storage is proportionately decreased. 
‘The same is true ‘to a greater extent in the elevator 
and conveyor type of building, where the cars are 
-never driven under their own power, but are moved 
vertically by elevators, automatically placed on con- 
veyors, and parked mechanically. The installation 
cost of such a system, as well as the operating and 
. maintenance costs, would be prohibitive, although 
‘fewer employes are required, while a breakdown in 
the mechanical equipment would cause the most se- 
rious traffic delays in the garage. A patented ramp, 
which we have frequently used with great success, 
‘takes up no. more room per floor than an elevator, 
leaving the same amount of space for car storage. 
. This ramp is only one of several, but this partic- 
ular type will permit very easy grades by the use of 
. Mezzanines, so that the car travels up or down on 
the ramps only half a floor at a time, and this will 
_ permit the parking of all cars on level floors. The 
‘ . mezzanines as well as the regular floor levels contain 
aisles and parking spaces, with no room whatever 
‘wasted. The floor heights can be kept very low, 
thus tending to reduce the grades of the ramps and 
‘necessitating less building and less heating surface, 
which in turn reduces the original, operating and 
niaintenance costs of the structure. Another kind 
of ramp is the double or single circular type, which 
works out advantageously in certain cases, due usu- 
_ally to the size or shape of the property. The con- 
tinuous ramping of the floors is also excellent in 
many instances, as it will allow more storage spaces, 
with all cars parked on a sloping floor; the con- 
vertibility feature is far more difficult, and the ex- 
pense of erecting this type of building is consider- 
ably more than one equipped with a ramp such as 
-has just been mentioned. This type also requires 
property with a large street frontage, which often 
increases the amount of the original investment, at 
the same time reducing somewhat the possibilities of 
a high return. The grades of the floors in such 
buildings are extremely easy, however, sometimes 
- as low as 5 per cent, depending on the size of the 
property. Using any type of ramp, however, the 
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Ramp Garage, Atlanta 
Pringle & Smith, Architects 


principle of low story heights is extremely important. 

xcept in the type of building just mentioned, 
where the entire floor area is ramped, it is extremely 
advisable to provide double ramps for about one- 
third to one-half the height of the building. \Ve 
have also found that only enough boiler capacity 
and heating surface are required to produce a tem- 
perature of from 40 to 50°, and it is advisable to 
concentrate most of this heating surface on the 
lower floors. There should be clear vision ahead at 
all times, and all walls possible should be eliminated 
inside the building, especially on typical floors. We 
have found that the only walls necessary are those 


‘enclosing the passenger elevators and_ stairways, 


leaving the floors and ramps quite open except for 
the necessary beams and columns. This will tend 
to speed up traffic and greatly reduce the number of 
accidents, two considerations which are important. 

It is advisable from the point of view of both 
operating and initial cost to completely fill in the 
concrete or steel frame of the exterior walls with 
glass where permissible, as it is cheaper and gives a 
far brighter and better lighted interior. Care should 
be taken with the artificial lighting to produce the 
best effect, and in some cases “Stop” and “Go” 
signal lights are necessary, controlled by an em- 
ploye as traffic officer. Such a system will also help 
considerably in speeding up traffic in both directions 
and eliminating accidents, especially where single 
ramps only are used. Automatic door openers, 
operating from a trip in the sidewalk or near it as 
the cars come in and on the inside of the garage 
near the doors as they go out, are practical and val- 
uable, but the same advantages can be had with push- 
buttons if desired. It takes the weight of a car to 
operate the trip, and it should be placed quite close 
to the doors, thus making it necessary for all cars 
to come to a full stop before entering or leaving the ° 
structure. Careful attention should be given to this. 

If the building department will permit it, a base 
ment will be found very useful for repairs as well 
as for storage. It must, however, have excellent 
ventilation and light. The aisles should be of gen- 
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erous width, to permit easy handling of cars. . From 
the operating point of view columns should be 
spaced to allow only two cars in each bay. 
bases of the columns are designed to guide the cars 
into the spaces close to the columns, thus allowing 
the maximum amount of room between the cars 
when parked. The use of three or more cars per bay 
increases the cost per square foot, strange as it may 
seem, and is awkward from an operating point of 
view, usually necessitating an additional expenditure 
for concrete curbs to act as guides when parking the 
cars. The two-car bay is almost always preferable. 

The administration offices should be concentrated 
immediately adjacent to the lobby and should con- 
sist of the manager's office and general work space 
directly connected with the lobby, where one atten- 
dant can take care of the office work and the sale 
of cigars, cigarettes, magazines and 
papers which are displayed on one side of the room. 
The cashier’s office should have a window 
into the lobby, where care checks can be 
and payments made,. and another opening into the 
garage proper, where the checks can be turned over 
to an attendant. or chauffeur. A superintendent’s 
office is alse necessary, opening into the garage. A 
passenger elevator and stairway opening in the lobby 
and wash room facilities for men and women some- 


accessories, 


opening 


Entrance to Republic Building Garage, 
G. Meredith Musick, Architect 
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where: adjacent complete the requirements. An em- 
ployes’ wash. .room should be located elsewhere. 
The garage must furnish gasolene, oil, air and water 
service inside; and ‘outside if possible, while a wash 
rack for cars in proportion to the capacity of the 
building is desirable and should be profitable. Igni- 
tion service and tire repairing should also be fur-' 
nished, and the sale of .accessories in the lobby is | 


usually profitable and desirable for the management. 


In the location of the ramps every effort must be | 
made to place them as far as possible from the motor . 
entrance and exit, thus leaving the maximum aisle 
space and’car storage on the ground floor ‘to be used 
as a clearing space during the rush hours. This is" 
important, as.cars cannot be taken to upper -floors 
by attendants as fast as they come in. ‘Those that 
cannot be taken up immediately must be stored. out. 
of the way until they.can be moved, after the rush 
is over. Experience has proved that most people . 
refuse to do more than drive their cars into. the 
ground floor of the garage, where they leave them. 
to be placed by employes,-and the same is true when 
they ‘leave. However, there are still some people who 
insist on driving their own cars, and there is a limit 
to the number of floors they will travel. Ten to 12 
stories have proved to be about the maximum height 
for the practical operation of a ramp garage. A 
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higher building with elevators and conveyors appears 
to only increase the expense, difficulties and prob- 
lems of operation, to say nothing of the amount of 
the original investment. During the normal traffic 
conditions a car can start under its own power on 
the first floor in the North Unit of The Detroit Ga- 
rages, Inc.,and arrive on the eighth floor in one min- 
ute without hurrying, which is better than most ele- 
vators can do. Use of these ramps is most successful. 

A reinforced concrete structure is the cheapest 
to erect, but where cities are growing rapidly the 
owners often think it advisable to use steel construc- 
tion so that should the property become too valuable 
to maintain a garage it can more easily be converted 
into an office or loft building. To procure the most 
profitable garage investment, however, the building 
should be designed and erected without regard for 
conversion possibilities, and it should be built its 
full height immediately, with no thought of later 
adding additional stories. It may have fewer floors 
and a smaller capacity as aresult, but it will be more 
profitable as, in general, several small units properly 
located will be far more successful than one large 
building. This is one of many things to be considered. 

All, excepting the larger of the middle-western 
cities, have the business, financial, hotel, theater and 
shopping districts concentrated in a reasonably small 
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area, and a garage on the outskirts of this area will 
probably draw patrons from all these sources. In 
the larger cities these districts are often quite dis- 
tinct and apart, and smaller units serving each dis- 
trict are far more advisable than erecting one or two 
large units and expecting them to draw from the 
more remote sections. Four to five blocks is the 
limit a person will walk to and from his garage, and 
it is surprising to find what a difference one block 
will make in the mind of the public. A garage may 
be operating successfully, but if another is erected 
one block nearer the center of activities the patrons 
of the old will move to the new, providing it is 
properly designed and operated. If there is not 
enough business for both, the old garage will disap- 
pear. In purchasing service the public is fickle. 

Our experience in designing and erecting garage 
buildings in many different cities and in carefully 
watching their operation has proved that certain 
facts are invariably to be met. Night business in a 
garage is extremely desirable and valuable. In gen- 
eral, hotels and theaters are practically the only 
sources of night revenue other than from light 
trucks and delivery wagons. It would not be profit- 
able to erect a garage to accommodate the small 
available heavy truck business because of the initial 
expense necessary to take care of the increased floor 
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Entrance to Baker Garage, Minneapolis 
Larson & McLaren, Architects 
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Ten Story Ramp Garage Building 
Robert O. Derrick, Architect 


loads, higher clearances, and wider car spaces. 
Moreover, the leasing of space for light trucks and 
delivery wagons presents difficulties enough without 
the added burden of the heavy truck business. Al- 
though their leases should stipulate that they should 
-be out of the building before the rush hour in the 
morning and should not return until the close of 
the rush hour in the evening, such regulations will 
not, and in many instances, cannot be enforced. 
Consequently, they will seriously interfere with the 
regular traffic, especially during these rush hours, 
thereby reducing the efficiency of the building and 
tending to defeat its original purpose, and seriously 
impairing the main income-producing business of the 
garage. Both The Detroit Garages, Inc., and The 
National Garages, Inc., have been compelled in sev- 
eral instances to discontinue accepting this class of 
trade, in order to properly take care of the business 
for which their garages were originally intended. 

The financial and business section is an excellent 
area to draw from, although there is little night 
business available. The patrons are mostly quite 
responsible and realize the value of their leases, be- 
ing careful not to let them lapse; and little effort is 
required to sell garage space in a congested financial 
and business center. As a rule hotels produce only 
a moderate amount of business during the day or 
night, while theaters produce considerable patronage 


during the day and more at night, when they prove 


to be very profitable. The shopping district is per- 


haps the best, and where it is combined with the - 


theater district a garage properly located to serve 


such an area will nearly approach the ideal —-that 


of operating on a 24-hour basis. An enormous 
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Automobile Parking Garage, Pittsburgh 
Robert O. Derrick, Architect 


amount of ‘work must be ‘accomplished. to educate 


people to use a parking garage if they are not famil-. 
iar. with their operation and: if their city has inot 


supported one or more. before. Extensive advertis- 


-ing is necessary, and salesmen must be employed to 


sell monthly and yearly leases. These will occasionally 
be canceled, and in the end all will run out and many . 


will not renew for one reason or another. In gen- 


eral this selling of leases must be continuous, and 


the space should be leased up to 100 per cent or ” 
over. If this can be accomplished the building will 
about carry itself with little or no net profit. The 
net profit is derived from transients and the selling. 
of different kinds of service and accessories All 
the regular tenants on lease will never have their 
cars in the garage at one time. Consequently; all 
the transients can be taken care of except in ex- 
treme cases, or where the location is of unusual ex- 
cellence. It is well to remember, again, that a small 
building always ‘well filled with little or no effort is - 
far more profitable than a large building net com- 
pletely filled and requiring effort to keep it 100 per 
cent occupied. .This is one detail of management. 

The garage problem is continually increasing in. 
importance, improvements are made repeatedly, and 
a great many details and features too numerous to 
mention in these pages are only learned by expe- 
rience. The problem, while at first glance it may 
appear to be extremely simple, like all others, proves 
in. the end to be one with the usual difficulties and 
compheations, requiring intensive study to arrive at. 
the proper solution, and offering an unusual amount . 
of interesting work for the architect—a condition 


‘which demands the best an architect has to give. 
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MOUNTJOY & FREWEN, ARCHITECTS 
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Heating and Ventilating of Garages 


By WALTER TUSCH 
Of the Firm of Tenney & Ohmes 


HE steadily growing use of the automobile 
for both pleasure and purposes, 
with the attendant need for urban storage 
space. with service facilities, is creating a demand 
for garages, for both transient and regular patrons 
in neighborhoods immediately adjacent to the cen- 
ters of the greatest business and social activity. 
Speaking as a heating and ventilating engineer, | 
approve the idea of underground, multi-storied, and 
inside plot garages, as they open up new fields for 
engineers’ services; and | am pleased to note that 
the newspapers and other publications are calling 
attention to the dangers of unventilated garages. 
The owner or operator of a public garage is thor- 
‘oughly conversant with the hazards attendant upon 
the presencé of gasolene fumes and the unconsumed 
products of combustion of gasolene, and will insist 
upon proper provision being made for their removal. 
The proper heating and adequate ventilation of 
the average private garage does not usually present 
any great difficulties. It is desirable, and manda- 
tory in many localities, to avoid use of a heating 
device employing an open flame, so that the best 
practice dictates that steam or hot water pipes be 
brought from the central plant in the residence or 
some other building,.or that the boiler be installed 
in a separate compartment in the garage without 
openings communicating with the car space. Steam, 
“vapor, and hot water heat are equally suitable, al- 
though greater care must be exercised with the 


business 


latter to avoid freezing of radiators and piping by- 


the. inadvertant leaving open of windows or doors 
- in very cold weather. The greatest economy in heat- 
ing a small garage would be secured by locating the 
heat radiator as near the radiator or hood of the 
car as practicable, as this is where the heat is most 
needed. Asa usual thing, an owner will be satisfied 
if he has the assurance that the temperature is main- 
tained at not more than 50°, which will represent a 
material saving in his fuel bill. The ventilation of 
_ the small garage can usually be sufficiently obtained 
by gravity vents through the roof or side walls, win- 
dows or the door. These should naturally all be 
kept closed when the car is out or is in dead stor- 
age, for the sake of economy in heating, but should 
be opened to their limit when dispensing gas or ex- 
perimenting with the motor. The larger and more 
elaborate private garage might possibly be provided 
with an exhaust fan to be run only at such times as 
required to remove smoke and fumes, although if I 
ever own a large and elaborate garage I should pre- 
fer to let the motor smoke outside. In other words, 
prevention is better than cure, and common sense 
should dictate to the owner such action as will pre- 
‘clude the possibility of there being disastrous results 
or a fatality, due to the architect’s not having de- 
signed a garage fool-proof in the way of ventilation. 

The main object of this article is to mention some 
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. than practically any other kind of building. 





factors deserving serious consideration in the design 
of the larger public garage in reference to the pro 
visions advisable to be made for the heating :and 
The public garage in this 
climate must be heated, both for the protection of 
cars and the comfort of 


ventilating apparatus. 


patrons. Sometimes thie 
more simple the problem may appear to the layman 
the more difficult it is in reality. The one almost 
insurmountable difficulty is to overcome the chilling 
effect produced by the opening of doors for the en- 
trance and exit of cars. The best device for ‘the 
purpose is probably a power-operated door, of the 
“jack-knife” type, hinged at the top and provided 
with a horizontal joint in its center, so that when the 
door is fully open the two parts rest at the ceiling 
practically in two parallel horizontal planes. In any: 
event the larger part of the heating equipment should 
be concentrated as near the doors as possible. This 
leads to a second difficulty, which is to provide 
proper space for the heat radiation where it is most 
required. The radiators or coils should be locatéd 
as near the floor as possible and yet sufficiently high 
to avoid being damaged by the impact of cars, and, 
locations must be selected which will not sacrifice . 
valuable floor area. Column centers are usually 
selected to give maximum car space with minimum 
clearances, and little space can be spared for 
radiators. Ceiling heights are also worked out for 
minimum headroom, so that even overhead unit 
heaters entail a loss of valuable floor area. All 
rising lines of the piping system should also be 
located so as to be safe from possible car impact. 

The heating designer must also bear in mind that’ 
a building without interior partitions and entirely 
undivided, as is the case in the garage, requires a 
greater expenditure of heat to produce satisfaction, 
especially on windy days. The reason for this is’ 
that cold air entering through leaky window con- 
struction, often found in garages, has a clear and. ° 
unimpeded sweep across the entire floor to the lee- 
ward side of the building, where the warmer air is 
forced out through all openings. So it is a good in- 
vestment to provide for calking airtight both inside 
and outside between window casings and masonry. 

The multi-storied garage brings to the fore in an- 
aggravated way another factor, which cannot be over- 
looked,—that is “updraft.” In every heated build- 
ing the tendency of the warm interior air is to rise 
and escape through crevices, open windows or vents 
on the upper floors, to be replaced by cold exterior, 
air entering through opened doors, crevices or win- 
dows in the lower stories. The taller the building 
and the more open its interior arrangement, the more 
marked is this effect. Thus a multi-storied garage, 
with its open floors and the usual ramps connecting 
its various levels, offers less resistance to this effect 
Add to 


this the frequent opening of doors for the entrance 
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‘and ‘exit of cars and a careless or too liberal open-_ 


ing of windows and ventilating outlets on the upper 
floors, and the garage may become a veritable cave 
of the winds in its lower stories, and at the same 


time be greatly. over-supplied. with heating surface 


on the upper floors. In general the heating apparatus 


should be designed for 55° temperature in zero. 


weather, but very liberal allowances must be made 


for the main doors, and for ventilation, as hereafter ~ 


mentioned. A large amount of heat is both radiated 
from entering cars and discharged from their ex- 
hausts, but this is such a variable quantity as to be 
undependable. All departments other than space 
used distinctly for car storage, such as waiting and 
supply rooms, toilets, and store rooms included: in 
the building, should be served by separate mains for 
purposes of economy, as they will require heat at 
times 
Such rooms should of course be heated to’ 70°.: 
Generally speaking, steam is to be preferred as a 
heating medium, although hot water has certain ad- 
vantages if freezing pipes and heating surfaces in 
exposed places are carefully guarded against. .If 
steam can be secured from a steam service corpora- 
tion at attractive rates, and if a timing control de- 
vice is installed to automatically shut off the steam 
in accordance with the hour and the weather, it may 
be far cheaper to purchase all steam required. 
necessity of banking fires, 


the disadvantages of the private boiler plant, which 
cannot as economically take care of fluctuations of 


load as can a corporation selling: steam for both’ 


heating and power. The designing engineer should 


carefully and conscientiously analyze the relative. 


costs of purchasing, versus generating steam, 


space for the plant, cost of plant; maintenance and 
depreciation, taxes and insurance, extra ‘labor, .cost 
of coal, and ash removal, and be guided »y the result. 

The limitations of this article preclude a discus- 


sion of the theoretical requirements for. ventilation,,. 
and it is doubtful if they could be successfully ap-: 


plied to a problem of this sort. So many factors 
enter that no workable formula is possible. As many 


windows as possible are installed, as a usual thing,’ 
which even when closed, through leakage, afford a. 


means for the ingress of a considerable amount of 
fresh air. 
when many cars are in motion and discharging the 
maximum amount of exhaust, 
exit doors are also most open and are providing an 
excess of fresh air. Bearing in mind that traffic, 
which is the measure of ventilation requirement, is 


not occurring in all parts of the building at the same’ 


time, it is advisable to be very liberal with the areas 
of the flues and exhaust outlets, but to keep the 


capacity of the fan or fans at less than the flue 
capacity. 
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when it is not needed in the garage proper, - 


The 
and starting them up 
again as required by a change of weather is one of - 


‘the. floor plan, 
“any horizontal ducts at the ceilings to secure the re-- 
finement of.an even distribution of the exhaust, and _ 
‘the outlets will. usually be: located directly: in the 
taking. © 
into account charges for cost of construction, of 


When fresh air is most required, that is 


the entrances and - 


An attendant is usually stationed on each 
floor, so that with good management, transient cars_ 
arriving are parked on certain floors or in certain 
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areas. The attendant should open. the exhaust out-. 
lets during. such’ times, keeping them closed when . 
traffic is light. The through traffic on the ramps 
will not noticeably affect an idle floor, as ‘the up- 
draught will carry all exhaust gases to the upper. 
floors, where the cars are being berthed, and where 
the exhaust outlets should be fully open. This ar-" 
rangement of design effects the maximum economy - 
of installation and operation, but the attendants must 
be trained to codpeérate or failure will be the result. 
Without intending to define a standard, because 
the requirements of every building will vary with its’ 
type, a few figures for a, successful installation . 
might be given as an example. Suppase the build- 
ing is of. five’ stories, exposed on all sides, on a plot 
130. by 180 feet. It is provided with a fan capable 
of exhausting 60,000 cubic feet per minute. With 


various toilets and shops, rather intensively: venti- 
dated, this allows about 10,000 cubic feet per floor. 
of car storage, or two and one-half changes per: 


hour. With half of the outlets closed this’ could © 


. be.increased to practically five changes per hour, or 
oncé in 12 minutes for any--selected floor. 
active air change, of course,. materially increases - 
_ window leakage and: chilling effect. 


This 


In this building _- 
about 3,000 square feet of additional radiating ‘sur- . - 
face was installed to take care. of this loss of heat, 
although this additional surface will actually heat 
only about 12,500 cubic feet of air from 0 to 65°, 
The location of the vent operiings will necessarily be 
jargely determined by. the general arrangement - of. 
It will usually be impossible to run 


walls of the. vent shaft or shafts leading imme-.. 
diately to the exhaust apparatus located in the roof 
house. . It is evidently advisable to locate the exhaust: 
in the center of the floor plan, if the building has 


‘window exposure on all sides, or as remote from 


the windows as possible where window. exposure is . 
lacking on one or more walls. For evident reasons 
also the exhaust should not be located too near the 
ramps, where the air is in’ most aetive circulation, 
but rather so as to remove the air at the point of: 
greatest stagnation: Exhaust would also be desirable 


-at gasolene-dispensing points throughout the garage. 


‘While this. brief article is not intendéd to be,. or 
can it be, used as a manual of instruction for the 
complete design of heating and ventilating apparatus, 
I have attempted to dwell briefly on the most im-. 


portant factors to be considered. The proper venti- - 


Jation of a garage has a great deal to do with the 


‘comfort and convenience with which it can be used,. 


while the matter of: heating is, if possible, of even 
more importance, since it affects the maintenance of - 


‘property which is sometimes of .far greater value 
than the garage itself. 


Planning the ventilating and 
heating apparatus for such a building should receive 
careful study by the architect responsible for its erec- 
tion if its purpose and function are to be well served. 














The Witdiaeiel Equipment of the Garage 


By RALPH HARRINGTON DOANE 


UNICIPAL 
traffic regula- 
tions and the 

ever-increasing influx of 
automobiles into con- 
gested districts have ne- 
cessitated the erection 
in the principal cities 
throughout the country 
of large public garages 
which have presented for 
solution some very diffi- 
cult architectural and me- 
chanical problems new 
to the building industry. 
_ Forming a basis for the 
' present study are two new 
modern storage garage. buildings,—the Bowdoin 
Square Garage, Cambridge Street, Boston, having 
an area of 27,000 square feet per floor, seven stories 
in height, with a capacity of 850 cars in parking 
stalls, and the New Motor Mart Garage, Park 
Square, Boston, having a floor area of 52,500 square 
feet per floor, eight stories and basement in height, 
with accommodations for parking 2,000 cars at one 
time. Each building embodies many practical spe- 
cial mechanical installations, none of which is abso- 
-.Jutely standardized garage equipment, since the de- 
signs vary considerably with the layout of buildings, 
as to the location of parking areas, traffic aisles, ser- 
’ vice. stations, and particularly the automobile en- 
trances and exits. Each building presents its problem. 

Throughout the eight floors and basement of the New 
Motor Mart Garage, said to be the largest garage 
in the world, there are 18 gasolene service stations, 
27 oil distributing stations dispensing three grades 
of motor oils, and 44 stations where air for tire in- 
flating and water for car radiators may be obtained. 
The gasolene equipment is a so-called hydraulic sys- 
tem, based principally on the specific gravity of 
gasolene and water in which water displaces each 
gallon of gasolene withdrawn from the two 2,500- 
gallon storage tanks located beneath the basement 
floor. Within each tank is a patented unit consist- 
' ing of two seamless copper floats mechanically de- 
signed to by-pass water to the sewer in the event 
_that all the gasolene is withdrawn, thereby eliminat- 
ing the possibilities of floating water through the 
panels at the distributing stations. Also connected 
with the storage tanks is a 2-inch water riser, which 
terminates at the seventh floor, 94 feet above, where 
two water tanks of 15-gallon capacity are located, 
supplying sufficient buoyancy to float gasolene to the 
eighth floor distributing panel. All panels are equipped 
with nozzle-control dispensing hose, remote electric 
control operating a solenoid switch in basement, 





Exit Ramps, Bowdoin Square Garage, Boston 
Ralph H. Doane, Architect 


which regulates the sup- 
ply of water to storage 
tanks, and cut-out valves 
to stop the flow of gaso- 
lene in the event of the 
hose becoming severed. 
The oil delivery system 
of the New Motor Mart * 
Garage, however, differs 
entirely in design from 
that of the gasolene sys- 
tem, although there are 
distributing stations on 
all floors . supplied by 
three storage tanks which 
are located under the 
basement floor _ slab. 
These tanks have a total capacity of 1,750 gallons, 
two of them being of 500-gallon capacity for light and 
heavy oils, the other holding 750 gallons for medium 
oil. In conjunction with each storage tank there is | 
a working tank of 40-gallon capacity supplied by 
gravity from the storage tank. The working tanks 
are under a varying air pressure, as desired, with a 
maximum of 180 pounds, sufficient to discharge oil - 
to the highest point of the system approximately 100 
feet above the storage tanks, and they are so piped 
and fitted with horizontal and vertical check valves 
as to eliminate any pressure upon the storage tanks, 
the supply of air also being dried and filtered so as 
to avoid condensation from compressed air being 
mixed with the oil and emulsifying it. At each dis- 
tributing station there are three reservoirs, each of 
65-gallon capacity, equipped with self-closing pres- 
sure supply bibbs and sealed handpumps for the. 
measuring of oils. These reservoirs are filled each 
day from the storage tanks, and tabulation is made 
of the contents, the attendant being charged with the 
amount of oil dispensed, an accurate check being kept. 

The car-washing facilities in the New Motor Mart 
Garage are unique in design, and so efficiently 
equipped for cleaning and washing in progressive 
stages that they probably represent the most ad- 
vanced ideas in car-washing equipment. Fifteen © 
cars can be accommodated simultaneously in the va- 
rious stages of washing, each car being completed in 
20 minutes’ time for the entire process. Motors are 
thoroughly cleansed with kerosene spray under 180- 
pound pressure, upholstery dry cleaned, and the 
whole interior of the car vacuum cleaned. The 
body and running gear are washed with a warm 
soapy spray of varying pressure of from 90 to 300 
pounds, and then rinsed with clear cold water at 
90-pound pressure, chamoised, and dried with air © 
blowers and jets of 180-pound pressure, removing 
all moisture from crevices and edges of glass win- 
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Ramp to Second Floor, Packard Garage, Philadelphia 
Phillip S. Tyre, Architect 


dows, windshields, doors, etc. Throughout the 150- 
foot length of the washing and “cleaning department 
‘are two 3-inch depressions in the floor, forming a 
‘track of sufficient width to accommodate the largest 
vehicle, which guides the car passing through the 
various stages of operations and eliminates. the ne- 
cessity of using the steering wheel and also the open- 
ing.of the doors after the interior of the car has 
been cleaned. Suspended from the-ceiling, parallel 
to and at both sides of the floor guide rails,- are 
‘trolley tracks containing roller-bearing trucks to 
which the various hose ‘are connected, 
eliminating the necessity of swinging a hose around 
a car, particularly a limousine,.in order to wash both 
sides. 


lines of 


travel along the trolley track. This device mimmizes 


the danger of damaging cars with the hose, and it 
also facilitates the frequent handling of the hose. 

Four. compressing machines,’ each operated by a 
5 h.. p, direct-current motor, equipped with rheostats 
and square “D” switches, constitute the equipment 
for high-pressure water washing. Each machine is 
a-unit in itself, the enclosed motor, belts, pulleys, 
‘pump.cylinders, electrical controls, pressure gauges, 
by-pass piping and suction hose being mounted on 
a single base and so protected that all electrical con- 


nections are impervious to water and immune to the’ 


possibilities of short circuiting. The capacity of 
each pump is in excess of 18 gallons per minute at 
_a maximum pressure of safety in the amount of 300 


pounds, and the pumps are so constructed as to be 


practically fool-proof by the system of by-pass pip- 


ing and pressure relief, should the motor be allowed, 
by neglect, to run continually when the hose nozzles 
are not in use. Each pump produces sufficient pres- 
sure and volume of water to supply four spray guns 


The slightest tension on a hose causes it .to. 


or nozzles, so constructed with diaphragms that by 
a quarter-turn of the hand wheel the discharge can . 
be changed from a driving stream to’a fine, light — 
mist. The guns are small in size and can readily be 
placed under the mud fenders without coming in ¢on- 
tact with a tire, thereby eriabling the car washer to 
work in confined places, using the pressure to‘its full 
advantage. Also connected to the overhead track 


“and.in conjunction with the high-pressure. washing 


apparatus at each of-the eight. wet stands are two 
independent hose lines of 90-pound pressure, hot, 


- cold or tempered water being supplied directly from 


the. domestic service." The domestic water service 
serves the purpose of showering’ or dowsing a car,. 
before it is washed by high pressure, and also fer 
the rinsing which completes the operation on the ’ 
wet stands. ‘wo-inch cold water, 2-inch hot water, 
and I-inch hot water citculation returns, all brass, 
constitute the water supplies to the washing depart-- 
ment, the hot’ water being supplied from .a 2,200- 


gallon generator containing a steam heating element 


of sufficient capacity to heat contents of the tank 
once an hour to a temperature of 190° Fahr. Mixing 
chambers and automatic non-scalding temperature 
control valves are installed to temper’ water for 
either machine or domestic use. To avoid vibration 
due to varying changes in pressure, check valves 
have been incorporated in the piping. The dry 


. stands of the washing department.are equipped with 


portable vacuum cleaning machines which are fitted 


‘with at least 12 different types of instruments for . 


vacuum cleaning. The hose from these machines are - 
connected to the overhead trolley. track in the same 
manner as in case of the washing machine equipment. 
‘Garage management and the mechanical layout: 
are inextricably inter-related. Speed in receiving . 
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Service Room and Parking Area, Packard Garage, Philadelphia 
Phillip S. Tyre, Architect 


and clearing cars and customers is essential to the 
success of the enterprise. In both the Bowdoin 
Square Garage and the New Motor Mart Garage, 
the control of traffic by traffic squads has been aug 
mented by the installation of pneumatic tube receiv- 
ing and dispatching systems as well as telautograph 
service, call bell signals, telephones, time clocks, time 


stamps, and a modified block signal system of an-. 


nunciators. Due to the installation of duplex ramps 


in the New Motor Mart, with exits and entrances 


on two different streets, the block signal system is 
designed accordingly with controls on each of the 


. seven typical floors at the extreme ends of the ramps. 
- The floor areas are divided into two sections for 


parking purposes, and at each car entrance on the 
first floor are grouped two annunciators connecting 
all floors and notifying the car dispatcher of parking 
conditions on each floor. The annunciators are also 
grouped at the ramp extremes on the second floor, 
which is customarily the car dispatcher’s station dur- 
ing active periods, thereby eliminating the stopping 
of cars at the auto entrances at street levels. Each 
floor captain notifies the dispatcher of the parking 
conditions in his particular section by throwing a 
switch which lights one of the three vari-colored lights 
in the annunciator cabinet indicating the number of 
vacant parking spaces. The dispatcher, in turn, 
notifies the parking captain of the number of in- 
bound cars by throwing a switch which first sounds 
a gong and then turns on a light which remains 
lighted until a specified number of cars have been 
directed to the parking areas as indicated by the 
annunciators. This of course prevents congestion. 

Floor draining in garages is a problem seldom 
planned for in a manner satisfactory to all garage 
operators and managers, as they differ greatly in 


their opinions as to the correct locations and types 
of floor drains. The various types of floor construc- 
tion have a direct bearing on the problem. Where 
concrete floors are poured monolithically, it is neces 
sary that the drains shall be in closer proximity to 
each other than is necessary when a granolithy 
finish is added to a precast base, since it is nearly 
impossible to grade monolithic finish properly, due, 
in part, to the usual sloppy mixture of the concrete 
and also to the necessity of there being a great num 
ber of men, using varying pressures upon their 
trowels, employed to complete the operation of sur- 
facing large areas before the setting of the concrete 
takes place ; it is seldom possible to eliminate de 
pressions, regardless of the fact that screeds are 
used. Securing absolute evenness is most difficult 
The two garages mentioned here embody two dis 
tinct methods of floor draining, with similar equip 
ment, and it is a question which is the more advan 
tageous. In one instance, floor drains, approximatel\ 
40 feet on centers, allowing the maximum grade of 
2 inches to occur in a radius of 20 feet, are located 
in the traffic aisles, while in the other the drains are 
located at the rears of the parked cars and appro: 
imately at the same dimensions on centers. Thi 
former system involves the objection that it is 
nearly impossible to keep the aisles perfectly dry, 
as traffic is continually moving over them, but this 
method does permit the use of squeegees,—whil 
the other method does not permit accessibility fer 
cleaning, but does keep the aisles drver. loot 
drains should contain hinged, non-removable dirt 
receivers and be equipped with back-water valves 


so installed as to close when receivers are in an up 


lifted position, thereby shutting off the flow of wate: 
and mud deposited on the floor from uplifted r 
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Up and Down Ramps with Roller Doors. 
Bowdoin Square Garage, Boston 


ceivers. When dirt is shoveled from the floor, the re- 
ceiver is replaced within the floor drain and the back- 
water valve opens, permitting uninterrupted: flow. 

All floor drain piping is oversized by design, as 


accumulating grease, oil, mud, etc. which form cor- 
in time. resulting in. 


rugated mounds within them, 
masses which it is impossible to move by the method 
of flushing or rodding. Eight-inch soil pipe is used 


wherever possible, into which running cleanouts are 
introduced as nearly at 20 feet on centers as pos-’ 
A 4-inch soil is extended 6 feet beyond the > 


sible. 
actual floor drain location, turned up and finished 
flush with the floor grade, with an inverted cleanout 
calked into the hub. The reason for this extension 


is to locate the cleanout outside the ‘possible area of - 


a water pool which will form if the floor drain is 
neglected to the extent of permitting the dirt receiver 
to become filled and also defeat the purpose of 
draining the floor through the cleanout and past the 
‘trap. All floor drains located more than 12 feet 
from main stacks are vented with 4-inch wrought 
iron vents tied into the main 8-inch vent, which is a 
continuation of the horizontal soil 
carried to the roof undiminished in size. The drains 
are piped to sand and gasolene traps which are also 





Evening } ae Garage, Detroit, Showing Up and | Down 
Ramps 
Albert Kahn, Inc., Architects 


‘ being considered here. a 
Garage and the New Motor Mart Garage the sand. 


drains and is . 


Up and. Down Ramps with Doors Rolled Up 
Ralph H.. Doane, Architect 
vented to the roof by means -of two. individual 4- 
inch vents. Sand and gasolene ‘traps are often re- 
quired by city ordinance, and usually descriptive de- 
signs and specifications are issued. However, it is 
seldom. that the designs are for traps of sufficient _ 
capacity to be. installed in garages similar to those’ 
In both the Bowdoin Square 


and ‘gasolene traps ‘have been designed so that it is 


necessary ta clean.them not more than once every . 


10-or 12 months. . The largest of three such traps 


installed in the New ‘Motor Mart Garage has a 


capacity of 10,000 gallons and is constructed - of 
waterproofed reinforced concrete. - It is composed . 


of two chambers,—the receiving chamber, and the 


deliveryor cleanout chamber, which: are separated 
by an 8-inch concrete partition, arched at the bottom 
and permitting a flow from one chamber to the other. 
The receiving chamber is a. sealed compartment, ex- 
cept for the vent to the roof which carries off ail 
gasolene and oil’ fumes, and it is. accessible only 
through an, airtight hatch cover.- The inlet to this 
compartment is located approximately 2 feet: above 
the sewer outlet from the delivery chamber and, _ 
therefore, is always above the water level of the. 


a 


Portion of “Typical Floor Parking | iam, Motor. Mart 
Garage, Boston - - 
oom H. Doane, Architect 
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Up and Down Ramp Arrangement 
Albert Kahn, Inc., Architects 


trap. The exhaust chamber is equipped with 6-inch 
I-beams so installed as to form a support for a wood 
plank platform inserted for use in cleaning out the 
trap. Eyebolts are located in the ceiling for use of 
blocks and tackle, and swinging iron doors, airtight 
when closed, are installed on the side of trap above the 
water line. This arrangement proves to be excellent. 

The workshop of a modern garage forms an im- 
portant part of the establishment, particularly when 
every kind of service is rendered, even to the paint- 
ing of cars as well as reconditioning and rebuilding 
of bodies, motors, upholstering, and the repairing 
of radiators and mechanical parts. Such services 
necessarily require specially designed apparatus and 
installations. Quantities of compressed air are 
used in the workshop as well as in other portions of 
the building, as all oiling, greasing, and cleaning of 
parts are done under pressure. The air-compress- 
ing equipment comprises the installation of two 15 


~h. p. motor-driven compressors of 42 cubic feet per 


minute capacity for each pump, equipped with safety 
valves set to blow at the maximum required pressure 
of 225 pounds. In conjunction with the compressors 
there are two tanks or reservoirs, each being 3 feet 
in diameter and 10 feet in length, manifolded so as 


Workshop in a Garage in Los Angeles 
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Ramp Garage, Atlanta 
Pringle & Smith, Architects 


to work together. The motors are equipped with 
self-starting rheostats, operated by a mechanism 
connected to the air lines, thereby keeping the reser- 
voirs completely filled with air at maximum pres- 
sure. The air delivery system is also equipped with 
auxiliary reservoirs located near equipment demand- 
ing quantities of air for operation, such as the air 
outlets in the car-washing department, previously 
described, and the pneumatic sewage ejectors. It 
also provides the means of operating other details of 
equipment, such as oil delivery system, tire-inflating 
stations, greasing and oil-lubricating system, and 
four “rotary lifts,” for which air is also required. 

The “rotary lifts” are of special design and will 
raise the heaviest passenger car 5 feet above the 
normal floor, on an open base constructed of struc- 
tural channel irons and so designed as to rotate when 
in an elevated position. Pressure of 180 pounds is 
sufficient to operate these lifts, as they are worked on 
a semi-hydraulic principle, the plunger cylinder be- 
ing full of oil which becomes compressed with the 
admission of the air, causing the piston to elevate. 
By expelling the air rapidly through a gate valve, 
the lift will gradually return to its normal position, 
but an arrangement is also provided whereby the 





Service Department, Garage in Denver 
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Wall Benches, Chevrolet Workshop, Detroit 


Albert. Kahn, Inc., Architects 


oil, within the evlinder can be delivered in very small 
quantities, through a small orifice in a nozzle at- 


-tached to a quarter-inch hose 12 feet in length. ‘The 


use of the hose decreases the pressure within the 


cylinder very gradually, permitting the .use of the 
oit for lubricating and spring oiling, and retards. 


greatly the downward course: of the car. The lifts 
are set within circular pits 12 feet in diameter, with 


wells in the centers to accommodate the plungers; - 


these pits concealing and providing space, for the 
superstructures of the lifts when level with the 
floors. All air controls are imstalled 4: feet above 
the floor, next to a side wall, and so isolated as to 
be protected from damage by moving cars or by 


cars being rotated on the lifts.. The controls consist - 
of simple hand-operated gate valves. Grouped about. 


each “rotary lift” are four grease gun outlets sup- 


plied by an air-operated plunger. in. a reservoir of 
80 pounds of grease. The piping for this installa-’ 


tion is 114 inches in diameter, each outlet being fed 


through a half-inch armored cable 12 feet in. length 
and -equipped with a patented -grease gun. . Also 


.within the workshop is an adequately equipped battery 
room with charging apparatus; acid-proof sink and 
drain connected independently to the city sewer ; tire- 
changing apparatus ; small overhead portable lifting 
cranes; and a novel arrangement of portable lights. 

Located in the boiler room, in leu of an inciner- 
ator, which in Boston is not permitted within the 
garage, is a rubbish bin 10 feet by 14 feet and 22 feet 
in height, protected against spontaneous combustion 
by the installation of sprinkler heads. The rubbish 
bin is connected to all eight floors of the garage by 


a 3¢-inch steel plate flue or chute, 26 inches in diam- 


eter. At each floor there is an opening into this 
chute, so designed that rubbish can .be dumped into 
it, or floor sweepings swept into it when the single 
door is opened. All rubbish is burned in the boilers. 
Other details of special garage equipment of in- 
terest installed in these buildings are the automobile 
entrance and exit doors and the electrical signal de- 
vice warning pedestrians of the approach of. out- 
going cars. There are two types of doors used, 
the horizontal sliding type and.the vertical lift type. 


Another View in Chevrolet Workshop, Detroit 
Albert. Kahn, Inc., Architects 


The vertical lifting doors are-made in two ‘parts of. 
approximately the same ‘dimensions, - totaling 4,000 


pounds in weight. Théy are electrically operated by 
> : ° ™ 2 . . ofa. 
3 h.p. motors so geared that the lower sections raise 
and lower at exactly double the speed of -the upper 


portions ofthe doors, and are controlled by push-- 


buttons. The’ push- buttons are so arranged that 
only a touch contact is necessary for the uplifting 
oper ation, while for the closing of. the doors it is 
necessary for the doorman to hold the contact 
throughout the - length: of the downward course, 
thereby requiring .the operator's. attention to be 


' directed toward.the moving door and reducing the 
possibilities of accident. The door .control system’ | 
is also provided with a safety stop switch connected. 


directly to the emergency. brakes installed in the 
operating equipment. The doors, already described, 


‘rise to a_full height of 14 feet in five and one-half 
seconds, and each exit ‘and entrance door is 22 feet. . 
in length, making door openings for both incoming 


and outgoing cars 14 by 22 feet, there being ‘four 
such doors in the New Motor Mart Garage.. The 


- sliding doors operate in a similar manner, other than 


that they Slide horizontally, and the equipment is 


nearly identical. Recessed in the floor approximately | 
20 feet to the rear of the exit doors is.an electrical 


signal device so designed as to sound a gong attached 
te the exterior of the building, near to the doors, 
warning pedestrians of the approach of a car: It 
consists of a so-called floating metal plate 25 feet 


in length and 8 inches wide; supported by coil spririgs - 


within which are'the electrical contacts. This plate 


‘is so located that all four wheels of a car, approach- . 
ing ‘and: passing over’ it from any angle, will cause. 


the gong to sound, giving notice of a car’s approach. 
Mechanical installations, necessary in all modern 


garages as well as other buildings, and incorporated’ 


into the design of the buildings mentioned here, in- 
clude fire alarm signal system; -watchman’s clock 
system; heating and veritilating system with use of 
heating units eliminating radigcors ; passenger - ele- 
vators; parcel rooms and parkel room lifts; tele- 
phones ; sprinklers ; first-aid risers; standpipes -“roll- 
ing steel shutters; ash hoist¢ ; and -coal conveyors. 
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UTOMOTIVE buildings are different from 
all other kinds of structures in that they are 
built largely to house a single article, aver- 

aging in size about 6 by 15 feet, movable length- 

wise, and having a limited turning radius. Prac- 
tically all other types of structures are designed to 
house a variety of articles. Because of the highly 

‘special character of automotive buildings, the locat- 

ing of columns and other limiting features becomes 

a matter of prime importance, greatly influencing the 

storage capacity, whereas column location only 

slightly influences the effictency with which the space 
in other types of buildings may be utilized. Then 
too, the automotive building must be laid out so that 
cars may be put into and taken out of their parking 
spaces readily, and this presents a problem which 
does not occur.in most other types of buildings. The 
storage of cars in a show room obviously cannot fol- 
low any set system, but in the repair and storage de- 


the arrangement of cars be carefully planned, and 
here: it should be emphasized that layout in the re- 


tween planning a shop and planning a storage gar- 
age is that the cars-in the shop require more space. 
‘ It is desirable to discuss the layout of the garage 
first. Therefore let us note that the economy of any 
garage layout is determined by the smallness of the 
. area devoted to aisles, passages, ramps, elevators, 
and other non-productive features, and that every 
proposed layout should be checked according to this 
principle. While the foregoing may seem to be an 
obvious statement, an analysis of numerous existing 
buildings shows that it has received scant considera- 
tion. Figure 1 shows the four fundamental ways 
’ in which cars may be arranged in a garage. For 
convenience these may be called the one-, two-, 
three- and four-row arrangements. All garage lay- 
. outs are combinations of these. From a car storage 
standpoint, the one-row arrangement is least eco- 
nomical of space and the four-row arrangement most 
economical. Use of the one-row arrangement is in- 
excusable except in rare cases ; the two-row arrange- 
ment is standard and possesses the advantage that 
every car fronts directly on the aisle. The three- 
row arrangement has much to recommend it; it per- 
mits the storage of an additional row of cars with- 
out requiring any additional aisle space, and it is 
sufficiently flexible to meet most requirements pro- 
vided the correct method is used in parking the cars ; 
—when a car enters the building, its owner is asked 
when he is planning to leave. If he says “early,” 
his car is placed in row B; if he says “late,” it is put 
in row C; and if he is uncertain, in row A. The 
terms “early” and “late” have a meaning according 





partments economy of space utilization demands that ~ 


pair_or service department is as important as in the’ 
storage areas, and in fact the main difference be-— 
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to the character of the patronage of the garage. If 
it is an all-night garage, the terms refer to the next 
morning; if it is a day-parking garage, the terms 
refer to late afternoon for business men and _ shop- 
pers and to late evening for theater-goers. This 
method is used in numerous garages and is fully 
satisfactory. The four-row method is rarely used, 
although it is ideal from the standpoint of space 
economy ; but it is objectionable because it makes no- 
provision for customers who are doubtful as to time. 
However, dimensions of garage plots must be 
taken as they come; they are rarely made to order. 
Therefore, it may happen that a given plot may not 
lend itself to either the two-row or the’ three-row 
arrangement and yet it might be feasible to divide 
it into two rectangles, one making use of the two- 
row plan and the other of the four-row arrangement 
in Figure 2, the net result from a standpoint of con- 
venience being about the same as if the whole build- 
ing were laid out on a three-row basis. 
Before carrying the discussion further, it is desir- 
able to set down a few dimensions. The average 
car, as already said, may be considered as measuring ° - 
6 by 15 feet; large cars are rarely of more than 17 
feet, and Fords are 11 feet in length. Thus a garage 
meant for average-sized cars will be satisfactory if 
the usual depth of car space is figured as 15 feet, and 
the aisle width as from 18 to 20 feet, while frontage 
per car should be 7 feet (6 feet plus a 1-foot space). 
The frontage per car is net, and to it there must be 
added any frontage wasted by columns. Not allow- 
ing 1 foot for the wall thickness, the breadths of 
buildings employing the one-, two-, three-, and four- 
row arrangements are respectively approximately 35, 
50, 65 and 80 feet, as indicated in Figure 1. Usually 
one dimension of the plot will approximate either 
sums or multiples of these dimensions, or more accu- 
rately, since we are mainly interested in the two- 
and three-row arrangements, we must divide the 
plot up, if possible into sections measuring approxi- 
mately 50 and 65 feet. In other words, if a plot 
were 100 by 110 feet, other things being equal, it 
should be divided into two 50-foot units 110 feet 
long. If 100 by 115 feet, it would be divided into 
two 50-foot units 115 feet long, or into two units, . 
one 50 feet wide and the other, 65 feet wide, each - 
100 feet long. These arrangements are indicated in 
Figure 3. Looking at C in Figure 3 it should be 
noted that while this layout consists fundamentally 
of a two- and three-row arrangement, row Y is pur- 
posely placed adjacent to row X instead of adjacent 
to row Z, for with the arrangement shown the cars 
in row X are exposed whenever cars are absent from 
either row W or Y. With this arrangement there is 
twice the chance of getting at the cars in row X. 
While it is usually desirable to lay out the entire 
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‘building for cars having an average length of 14 or 
15 feet, there are times when better results will be 
obtained by segregating cars according to their sizes. 
As already said, Fords are only 11 feet long, and 
other cars in this class are only a trifle longer. There- 
fore if one section of the building is set aside for 
Fords and other cars of similar size, and assuming 
that a 16-foot aisle is sufficient for 11-foot cars, the 
net breadth of a two-row building becomes 11 plus 
16 plus 11, or 38 feet, and similarly a three-row 
building would be 49 feet. On the other hand, con- 
ditions may warrant making the building, or at least 
‘one section of it, exclusively for large cars, say 
averaging 17 feet, with a 22-foot aisle. Thus the 
. net breadth for a two-row arrangement becomes 
56 feet and for a three-row arrangement 73 feet. 
The need for a large-car section is, however, exceed- 
ingly rare except in the wealthiest sections of our 
. largest cities. In most cases the large cars may be 
‘averaged with the smaller so that more than a stand- 
ard width section is unnecessary. Where the breadth 
’ of the building is limited, as it would be for example 
in erecting a garage on a 45-foot plot, the best results 
will be obtained by arranging the cars progressively 
. according to length as is shown here in Figure 4: 
' Before comparing the layouts in Figures 5 to 12, 


it is necessary to note that while the standard front-_ 


age per car is about 7 feet, some garages may have 
‘frontages of as little as 61% feet, while a few may 
- even have 7% feet or more. Obviously the less the 
‘frontage per car the greater is the storage capacity 
ofthe building, and 7 feet represents a fair compro- 
mise between economy and convenience. 
‘sonable convenience, exceptionally wide aisles permit 
some reduction in the frontage per car as given here. 
These diagrams, by the way, up to Figure 14, rep- 
_resent the internal dimensions, to which the thick- 
nesses of the walls should be added. Figures 5 and 
6; 7 and 8, 9 and 10, 11 and 12 are pairs of plans 
showing comparative arrangements for the same 
plots with advantages and disadvantages explained. 
Figures 5 and 6 accommodate 65 and 64 cars. Fig- 
ure 5 has the advantage that all spaces are of stand- 
ard size, and Figure 6 has the advantage that all cars 
face directly on aisles. Figure 5 has the disadvan- 
‘ tage that one row of cars does not face directly on 
the aisle, and Figure 6 has the disadvantage that one 
section of the garage is only suitable for Fords, 
being 40 feet wide, while the other is suitable for all 
cars, being 50 feet wide, although by storing medium- 
sized cars in both sections, with cars arranged so 
_ that the aisles are of equal width, the garage be- 
.comes two 45-foot sections. This may be done after the 
building is erected, as it does not involve any change 
in building construction. In short, this is a feasible 
‘layout for a 90-foot plot and might be preferable 
to Figure 5, depending on the type of patronage. 
Comparing Figures 7 and 8, it is to be noted that 
both accommodate the same number of cars,—114. 
Figure 7 has the-advantage that car spaces are of 
standard depth, and also the slight disadvantage that 
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there are six rows of cars served by two aisles. 
Plan 8 has all cars facing directly on aisles, but the 
dimensions are less than standard, although satis- 
factory for most locations if the cars are segregated 


_in three sizes to fit the 40-, 45- and 50-foot dimen- 


sions. Figure 9 has the disadvantage that it accom- 
modates six less cars than Figure 10 and the advan- 
tage that spaces are of standard size. If the floor 
space has no columns, as might be the case in a one- . 
story building, either arrangement could be used at 
the option of the operator. Figure 12 is preferable 
to Figure 11 in that it accommodates more cars more 
conveniently. \While the middle section is of only 
42 feet, the end sections are of 50 feet, and where 
advisable cars may be arranged to reduce the breadth 


‘of the end section, thus increasing the breadth of the 


middle section, and if all three sections are made the 
same breadth they will be 47 feet, 4 inches, which is 
fairly close to the 50-foot standard already mentioned. 

For simplicity the introduction of columns, ramps 
or elevators on these diagrams has been ignored, 
while the shaded portions indicate car spaces that 


-may have to be left vacant to provide connecting , 


passages between the aisles. In Figure.5 if there is 
a garage entrance at one end of each aisle no con- 
necting passage will be required, whereas if the en- 
trance is placed at the left or right of the plan it will 
occupy two car spaces, while the connecting passage 
takes up six car spaces making eight altogether, re- 
ducing the car storage capacity to 57. In Figure 6 
if there are two entrances at right or left, no con- 
necting passage is required, but if the entrance is at 
top or bottom, six cars are lost. The reader may 
make similar analyses for.the other plans: In some . 
cases the car capacity lost in passages may deter- 
mine the layout as shown in Figure 13, which illus- 
trates two ways of laying out a plot 150 by 150 feet. 
Assuming that this is not a corner lot, whether the 
rows run vertically or horizontally makes a: differ- 
ence of ten cars. And similarly in Figure 14, the 
way in which the cars run makes a difference of ten.’ 
In one-story garages it is hardly necessary to use 
columns for roof supports if the spans are of 75 feet 
or less, and trusses are not prohibitively expensive 
for spans running in excess of 100 feet. Generally 
speaking, the fewer the columns the more useful the 
building. In case the fact has been overlooked, let 


-it be emphasized here that the layouts of all struce- 


tures, including one-story buildings without columns, 
should be carefully worked out in detail. While it 
is true that the area in a one-story building without 
columns lends itself to different arrangements of 
cars after it is erected, which arrangement is most 
Satisfactory often depends on the location of the 
entrance doors and other features which cannot be 
conveniently changed after the building is completed, 
although they can usually be moved around at will 
on the plan. To illustrate this point, suppose a 90 
by 115-foot building without columns were erected 
and the entrance placed as indicated in Figure 6, and 
that after the building was finished this layout for 
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some reason was felt to be inferior to that of Fig- 
ure 5. Changing the car arrangement to that of 
Figure 5 would be impossible unless a new entrance 
were built opening on one of the aisles, whereas if 
the entrance had been placed at this point originally, 
the arrangement of either Figure 5 or Figure 6 could 
have been used at will after the building was finished. 

In very small garages, say of 50 by 50 feet and 
less, the method of car arrangement is not of much 
importance, since as business increases the owner 
invariably packs the space full, and obviously a ga- 
rage without any aisle represents 100 per cent storage 
efficiency regardless of what theory of arrangement 
was used in its design. A glance at Figures 5 and 
12 will show that if roof columns are to be used, if 
they are placed along the black lines they will not 
interfere with car storage so long as the layout indi- 
cated is followed, and in some cases the columns 
which support the roof may be located so that they 
do not interfere with two possible arrangements. 
For example, in Figures 9 and 10, if the roof col- 
umns are placed at the intersection of the black lines 
when the two plans are superimposed they will serve 
equally well with either car arrangement. Figure 15 
illustrates the column arrangement for a_ building 
100 by 100 feet. Ordinarily there should be a col- 
umn for every three car spaces. If this building 
had no columns, 14 cars could be placed in each row, 
but with columns a foot or more in thickness, the 
introduction of even three columns per row reduces 
the number of cars in the row to 13. Thirteen di- 
vided by 3 is 414 bays. Figure 15 shows three three- 
car bays and one four-car bay, though some might 
prefer two two-car bays and three three-car bays. 

In general, the fewer the columns the greater the 
frontage per car in a given layout. In other words, 
in Figure 15 the use of one four-car bay limits the 
columns per row to three, whereas two two-car bays 
would require four columns per row, and in some 
cases this would reduce the car frontage sufficiently 
to make the four-bay arrangement decidedly prefer- 
able,—or it might eliminate one car per row. For 
the sake of economizing car frontage it is desirable 
to limit the widths of the columns measured along 
the frontages to 18 inches if possible. In tall build- 
ings requiring columns more than 18 inches in 
diameter to support the lower floors, this require- 
ment may be fulfilled by using elliptical or oblong 
columns in place of circular or square columns. The 
columns should not extend into the aisles beyond the 
fronts of the cars, and it is still better to put the 
columns back so that the car fronts are 2 or 3 feet 
in front. Obviously, the farther away the columns 
are from the aisle the less they interfere with moving 
cars in or out of their stalls, a detail of importance. 

It is now customary to build garages of 11 feet 
from floor to floor, whereas the figure used to be 
much larger; but even 11 feet is by no means the 
minimum height for passenger car garages. There 
are no cars built today and very few cars in use to- 
day with a height of 714 feet; in fact, there are few 
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cars today with a height of more than 6% feet. If 
7% feet is taken as the maximum dimension, it is 
only necessary to add the thickness of floor and — 
beams plus whatever clearance is required for piping. 
It is rarely that this total will exceed 2% feet, which 
brings the height from floor to floor down to 10 feet. 

If the structure is more than one story high, some 
means of transportation between the floors is neces- 
sary unless the building is located on sloping ground, 
in which case it may be possible to have direct en- 
trances to the various floors. Generally speaking, 
ramps are preferable to elevators, although ramps 
are usually out of the question in very small build- 
ings and particularly in structures with one dimen- 
sion of much less than 60 feet, since such a building 
is narrower than the turning circles of some cars. 

Whether to use a ramp or elevators is a question 
of economy plus convenience. An elevator costs a 
certain sum to install and a certain sum to maintain. 
Having calculated the total charges incident to using 
an elevator, it remains to determine how many more 
(or less) cars may be stored with an elevator or ele- 
vators as compared with a ramp. Then estimate the 
probable total yearly income on these car spaces and 
see how it compares with the total cost of running 
the elevator. On the whole, a ramp is so much more 
convenient and satisfactory than an elevator that the — 
modern tendency is to select the ramp without giv- 
ing the elevator any consideration at all. The ramp 
gives vastly quicker service, requires no operator, 
cannot break down, and involves no operating ex- 
penses, although if the building is only two stories | 
high and the upper floor is devoted wholly or largely 
to repair work, the tendency is to use an elevator. 
because it takes up less area and is reasonably satis- 
factory considering the small number of cars to be 
transported to and from the second floor. For sim- - 
ilar reasons elevators are still largely used in service 
stations, although as already said they have been 
almost entirely abandoned for ramps in the construc- 
tion of storage garages. If possible, the ramp grade 
should be limited to 15 per cent, although grades 
running up to 20 per cent may be used where cir- 
cumstances prevent the use of grades less steep. In 
fact the main reason for advising a 15 per cent limit 
is the prejudice that exists against steeper grades. 
A 20 per cent grade is perfectly safe, especially with 
four-wheel brakes. Ramps of many grades are in use. 

In laying out a multi-storied building, usually best 
results are obtained by first determining the ideal 
plan for a one-story structure. This plan is then 
followed for all floors, introducing ramps or ele- 
vators as required. Column locations should not 
be determined until after the most suitable one-story 
layout is decided upon, yet in calculating the number 
of cars per floor some allowance must be made for 
columns; hence it is often convenient to add a col- 
umn allowance of from 4 to 6 inches to the car front- 
age of 7 feet, whether to use 4 or 6 inches depending 
mainly on the height of the building. If columns 
of 1-foot section are to be employed, use 4 inches, 
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and for 1'4-foot columns use 6 inches. In the latter: 


case the frontage per car, including column allow- 
ance, becomes 7% feet. After the ideal one-story 
layout is obtained on this basis, columns may be 
introduced where required without changing the 
number of cars per row. This gives a successful plan. 

For the sake of space economy it is usually desir- 
able to use the same ramp location. on all floors, 
that is, the ramps should be located like flights of 
stairs, one over another. The older method was to 
start the ramp at one corner of the building and 


allow it to run to the top in one unbroken sweep 


along the outer walls. This method is generally 
wasteful of area because of the space above and 
beneath the ramp that cannot be used for car storage. 
Inasmuch as the whole principle on which a garage 
is laid out is rectangular, curves are always wasteful 
of area and should not be used unless there is no 
alternative. In other words, ramps with few ex- 
ceptions should be straight and should be placed at 
right angles to the aisles. A width of 9 feet is ample 
for a straight ramp directly approached, but since 
most ramps are approached from an aisle at right 


angles to the ramp, the width of the ramp should: be. 


two car spaces wide, or nearly, so, and never less 
than 12 feet. If the ramp is to be wide enough to 


. accommodate two cars going in opposite directions, 
it should not be much less than thiree car spaces. 


wide. The ramp should: have curbs about 8 or 9 
inches high, and the floor should have cross corruga- 


tions to give good traction to moving.cars. when wet. | 


Before laying out the ramp it is necessary to de- 
termine whether a single roadway or a.double ‘road- 
way is required, An absolutely exact answer to this 


question cannot be given, but under average comdi-- 


tions of. traffic in and out of the garage the dividing 


‘line is probably for a garage of about 300 cars.. For - 


buildings accommodating 300 cars or less .a’ single- 


track ramp will usually be satisfactory, and larger 


buildings should have double-track ramps. In build- 


ings, with single-track ramps, provided the traffic is 


not too heavy (and it is not likely to be too heavy 
in a 300-car garage) little or no difficulty is expe- 
rienced by cars approaching from opposite direc- 


‘'tions, mainly for the reason that the ascending car’ 


is in-second or low gear and ‘thus makes sufficient 
1oise so that the operator of the descending car has 


ample warning. With a single-track ramp it is neces- 
sary to have points at which two cars may pass. 
readily, and with a properly laid out ramp system . ’ 


this is secured by allowing the cars to pass in the 
aisles. Figure 16 illustrates a ramp layout for a 60- 
foot building. The use of a circular ramp is un- 
avoidable. A straight ramp along one side wall might 
be used instead, but it would not permit the storage 


‘of any more cars than indicated. The main portion 


of the building is wide enough for three rows of 
medium-sized cars instead of two rows as. shown. 
Figure 17 shows a 65-foot building with a circular 
ramp. Right and left halves of this ramp are laid 
out on a 30-foot radius, inasmuch as a 30-foot radius 
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is sufficient for all but an occasional large car. _ Using 
the maximum radius of 32% feet cuts down’ the 
number of cars that can be stored in the floor area. 
Figures 16 and 17 illustrate about the only excep- 
tions to the statement that a straight ramp is pref- 
erable. In both these cases, straight ramps. could_be- 
used, but no space or other advantages would be 
gained. On the other hand, these two circular ramps 
are not objectionably wasteful of area and may. be 
employed to advantage in buildings of this size, dis- - 
placing elevators. These ramps are practically contin- 
uous circles, so a width of 10 or 11 feet is sufficient. 
Figures 18 to 25 show Figures 5 to 12 equipped 
with ramps. It will be recalled that Figures 5 to 12 
are for one-story buildings without columns. So that 
an accurate comparison of these same layouts. with 
ramps can be made, columns. have simply been’ 
“squeezed” into Figures 18 to 25. This is incorrect, 
but it is pardonable for.the sake of comparison. If 
there seems to be a sameness about these ramp de- © 
signs it is explainable by: saying that the designs fol- 
low. the well established, principles of planning con-— 
venient, economical layouts. It is freely admitted 
that many other ramp.. arrangements might be ‘used, 


‘but none with the same economy and convenience. 


In these plans, let it be emphasized, the floor patterns 
and the ramp locations are-the same on all floors. 
Principles of. layeut demand. that the ramp be . 


 fitted--into the layout instead of ‘building the layout 


around the ramp, and, furthermore, that the plan 
utilized be what’ would, be considered an ‘ideal layout 


for a-one-story building. In other words, the proper ~ - 


Way to devélop a plan for a ramp garage is to make 
several layouts assuming that a one-story building 


is’ to be. built on the -plot under consideration, and 
‘then to install the ramps, with as little change in these 


layouts as possible. After this has -been done, the 
mest attractive layout should be. selected. And it: 


‘was to illustrate ‘the principle of using a ‘one-story - 


pli uy in a-multi-storied building that Figures 18: to_ 
25 ‘have the same general layout as Figures 5 to 12. 
Incidentally it should be noted that with some plots. 


‘ oie or more layouts may exhaust all the possibilities, 


whereas with. others there. may be ten or even 20 
possible layouts, all of which should receive careful 
consideration.. Figure 18 has’ a single-track ramp, 
which should be sufficient for a building of this area. 


even if built five of six stories high. Figure’ 19 is 
‘shown with two ramps, one for up and the other for 


down -travel, but a single ranip should suffice if the - 
huilding is of less than four stories high, including 
the first floor but not including the-basement. Ob- 
viously in determining ‘whether .a garage’ is large’ 
enough to require a double-track. ramp, only the 
capacity ahove the first floor i is ‘of interest since cars 


going to the basement or the first-floor do not add-: 


to the congestion of the upper ramps. In Figures . 
18 to 25, after a car leaves one ramp it reaches the . 
next ramp by driving along the aisles and through 
the passages connecting. the aisles. These passages 


are shown as two- -cars wide, an ample width even 
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where separate up and down ramps are used, since 
all the rest of the system is double-track. However, 
in actual operation there is no reason why the pas- 
sages may not be three cars wide except occasionally 
when extra storage space in the passage is required. 

There are a number of special ramp designs, some 
of which have merit and some of which have none. 
The Commodore-Biltmore Garage in New York, for 
example, has two flights of U-shaped ramps branch- 
ing from each side of the central aisle. This ramp 
design is highly ingenious, but it is wasteful of space, 
and the ramp designs shown herewith considerably 
exceed it in economy of car storage. In addition 
this design requires a building about 140 feet along 
one dimension.. A garage in Boston has a circular 
ramp running up and down through its center with 
separate tracks for up and down travel. There is no 
criticism of this ramp from the driver’s standpoint, 
but it has a most serious shortcoming from the ga- 
rage owner's point of view, since it occupies an enor- 
mous amount of good car storage space and thus 
greatly lessens his possible revenue. It is about typi- 
cal of what happens when a circular ramp is used. 

Some garages have even been built with contin- 
uously sloping floors, but it is questionable whether 
any of them will accommodate more cars than build- 
ings with conventional ramps, and there are some 


disadvantages. A structure with sloping floors is a 


special building which can never be used for any- 
thing but a garage, regardless of how conditions may 
change. Cars cannot be pushed conveniently by at- 
tendants, and it is understood that the sloping floor 
garage costs considerably more to build. This type 
of building has also received some criticism, in that 
any car standing in the aisle will run away in case 
the operator fails to set the hand brake. Another 
disadvantage is that ina building of less than extraor- 
dinary size all cars are in the traffic stream, and also 
it is a long distance from the top level to the street,— 
at least twice as long as in ramp garages, often more. 

A patented ramp design which has become very 
popular is shown in Figure 26. Rights to use this 
system are sold on a basis of so many cents per 
square foot of the total building area. A glance at 
this drawing shows that the building plan is cut in 
_two halves, and that the floors in one half are placed 
half-way between the floors in the other half, with 
ramps connecting the half stories. This method of 
construction has the advantage that short ramps may 
be used. Due to the fact that short ramps may often 
be fitted into a layout more successfully than long 
ramps, there are numerous garage designs in which 
more cars may be accommodated with this ramp con- 
struction than with the usual straight ramp. All 
ramps should be built with open sides and should 
not be closed in to form tunnels. Obviously, a ramp 
with open sides is safer, since it gives the driver a 
view of the aisle which he is approaching. Stair- 
ways are usually conveniently located in the space 
that would otherwise be occupied by one car. In 
some instances building laws require a little more 
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breadth for the stairway than one-car space affords, 
in which case if the stairway is placed adjacent to a 
column the width of the space occupied by the col- 
umn is also available, and almost invariably: this 
space is sufficient for the requirements. When a 
passenger elevator is required, it may also be placed 
in the front half of a car space adjacent to the stair- 
way, the rear half being possibly used for a toilet. 

If elevators are used for moving cars from floor 
to floor, the space required per elevator is usually 
about 10 by 20 feet, the dimensions of the elevator 
platform being somewhat less than this overall fig- 
ure. The number of elevators required depends on 
the amount of traffic, the height of the building, and 
the speed of the elevators. For a given building it 
is advisable to obtain the advice of some elevator 
manufacturer, although a rough figure is one ele- 
ator for every 100 to 150 cars. Since an elevator 
platform is about 5 feet longer than the average car, 
it must jut out into the aisle 5 feet when placed 
alongside a row of cars, and yet to place it elsewhere 


usually complicates the problem further. Referring 


to Figures 18 and 19, fair results may be secured by 
locating the elevator at the points marked E. In a 
long and narrow building, the best location for the 
elevator is usually in one corner, as in Figure 16, 
which forces the removal of three or four cars, im- 
mediately in front of it to secure an approach. 


So far the discussion has been devoted entirely to ° 


garages, and so it remains to consider now the lay- 
out of repair shops, show rooms, stores and offices 
in connection with garages. For brevity all these 


features will be considered together. The first step 


is to determine how much area must be allotted to 


each. This is most readily done by answering these ° 


questions: (1) How many cars in show room? (2) 
How many desks in general offices? (3) How many 
private offices? (4) What lavatory facilities for 
show rooms and offices? (5) How much counter 
and shelf space for accessory sales? (6) How much 
shelf and bin space in accessory stock room? (7) 
How much shelf and bin space in parts department ? 
(8) How much space in tool room? (9) How many 
cars in shop? (10) How many cars in quick service 
department? (11) How many cars in new car de- 
partment? (12) How many cars in used car de- 
partment? (13) Ditto for all other departments. 
(14) What machine tool equipment must be pro 
vided for? What wash rack capacity is required ? 
Very few buildings will have all of these depart- 
ments. The majority of buildings will be limited to 
a show room, offices, accessory and parts depart- 
ments, repair departments and car storage. The 


last need not necessarily be public storage, for it 


may be the total of cars that must be housed in con- 
nection with a general sales and service business. 

Insofar as possible, each department should be 
laid out to occupy an unbroken rectangle,—bays and 
alcoves should be avoided, for usually they repre- 
sent waste space. Approximately 250 square feet 
should be allotted to each car in the show room, 175 
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square feet for each car on storage, and about 225 
square feet for each car in the shop; but these fig- 
ures do not include space for rooms adjacent to the 
shop, such as those intended for the parts, tools, etc. 
Having calculated the approximate size of the 

' ‘building, it remains to arrange the details of the 
layout. There are so many possible plans that it is 
out of the question in the brief space remaining to 
do more than give the general idea of how the lay- 
out should be worked out. Figure 27, for example, 
_ shows show room, accessory store, garage and shop 
layout for a corner plot 50 by 100. Note that the 
_ plan divides into three rectangles consisting of sales, 
service and garage. A series of sliding doors sep- 
arates the shop from the garage. A feature of the 
“shop layout is that the cars in the shop may be moved 

-. directly in or out of the spaces which they occupy 
without any maneuvering. Cars adjacent to the shop, 
if in the way, are easily moved, although during the 
day these spaces are likely to be vacant. Figure 28 
illustrates a layout for an inside plot 60 by 1060. 
There is no accessory store in this layout. Three 
rows of medium-sized cars may be accommodated 
instead of two rows as shown. ‘The car entrance to 
the left of-the office should be open, with the garage 
doors at the rear of the space so that light and air 
may reach the rooms on this side of the building. If 
this particular plot is on a corner, the cars may be 
‘ranged in four cross-wise rows with two garage en- 
trances on the side street. Figure 29 shows one of 
‘the numerous layouts that can be used on a 100 by 
100 foot plot. At first glance the shop may appear 
to be inaccessibly located, but the cars adjacent to 
the shop should either be cars undergoing minor fe- 
pairs, in other words, cars that are coming and going 
‘frequently, or if this space is devoted to car storage 
the cars in this row should be cars that are always 
out in the daytime,—that is, during normal shop 
‘working hours. These few plans should serve to 
illustrate the method, since lack of space prevents 
the discussion of more plans, interesting as they are. 
The design of a truck garage is no difterent from 
‘that of a passenger car garage excepting that the 
sizes of the. units are larger. For convenience, it 
_ may be assumed that there are three sizes of trucks: 
(1) delivery cars, the same size as passenger cars, 
6 by 15 feet; (2) medium-sized trucks, 6% by 20 
feet; and (3) large trucks, 7 by 22 to 25 feet. In 
locating columns it is necessary to know approx- 
imately what percentage of each will make up the 
total, although where this is unknown good results 
may be secured by making the breadth of the garage 
section from 60 to 65 feet for two rows of trucks 
and 75 to 85 feet for three rows of trucks. At the 
same time it is advisable to place the columns 26 or 
27 feet apart along the aisle, for if this is done, a 
bay will accommodate either four delivery cars or 
three large trucks. For trucks, ramps and passages 
about 16 feet wide should be sufficient, while an 
elevator platform for trucks should be about 10 by 
25 feet. Practically all trucks will turn in a circle 
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of 70 feet. For most trucks, headroom of 10 feet 
is ample, although a few require 11 or 12 feet. A 
good way to solve this difficulty is to make the head- 
room on the first floor 12 feet, and 10 feet above. 
Architects are often puzzled as to the number and 
location of wash racks as well as to the details of - 
their construction, and this is not surprising, for it 
really requires an experienced garage operator to 
solve these problems. Generally speaking, the loca- 
tion of the wash racks depends on the character of 
the business. If in the garage under consideration - 
it is likely that washing service will be included in 
the rental charge for nearly all car spaces, it is desir- 
able to have at least one wash rack per floor for the 
sake of convenience. In such a garage it is custom- 
ary to wash cars every day or nearly every day that 
they are in use, the washing being done at night. 
In garages where washing is charged for sepa- 
rately, cars will be washed less frequently,—from. 
once a week to once a month, depending on the char- 
acter of the trade. In this case a wash rack may be 
placed on each floor, although in such garages there 
is a tendency to perform all the washing operations 
at one point, usually with the installation of so-called . 
“auto-laundry” equipment. There are numerous 
manufacturers of this equipment; the details of the 
installations vary. considerably, but in principle at 
least all modern ‘auto laundries have at least four 
“stations” through which the cars pass progressively. 
At Station 1 interiors are.cleaned with brooms, cot-- 
pressed air, vacuum, or combinations of these; at 
Station 2 the running gear is cleaned by water de-._ 
livered at such velocity that it’ knocks the mud off 
without the need for much brush or sponge work ; 
at Station 3 the body is washed off with a fine spray- 


and sponges; at Station 4 the body is wiped dry, - - 


water being blown out of crevices by compressed air. 
The metal is polished at either Station 1 or 4. The 
four stations are strung out in single file so that . 
the car may be rolled from one to the other. 

Greasing racks have become’ popular in recent 
years, their sole purpose being to elevate the car so 
that a mechanic may walk under the car and thus 
grease it with maximum convenience. This is usually 
done by running the car onto rails. If possible it is - 
preferable to have the rails set flush with the floor 
while the floor of the greasing pit is depressed about 
4 feet. If this is done, no space is wasted in ap-. 
proaches, and the grease rack may be comfortably 
placed in the space occupied by two cars. If elevated 
rails are used with a flush floor, sloping rails must 
be used for the approach, and these take up space and 
obviously prevent installing a grease rack in a single 
row of cars, although there is room to install slop- 
ing rails in a double row of cars. 
single rows, and depressing the grease pit floor is 
objectionable, an alternative arrangement is to buy 
a grease rack with rails that are raised by power. 
Thus the rails are at floor level when the car is driven . 
on, and after the car is in place the rails are raised 
vertically 3 or 4 feet. There are several such devices. 
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AUTOMOBILE SALES AND SERVICE BUILDING 
FRANKLIN MOTOR CAR CO., HOLLYWOOD, CAL. 
MORGAN, WALLS & CLEMENTS, ARCHITECTS 
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CHARLES E. BIRGE, ARCHITECT 
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STUDEBAKER SALES AND SERVICE BUILDING, SAN DIEGO 
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Architecture and Decoration of Automobile Show Rooms 


By WILLIAM 


HE making and selling of automobiles have 

rapidly grown to be one of the foremost in- 

dustries of America; it is likewise one of the 
most spectacular. Within a comparatively few years 
the automobile industry has leaped to the front in a 
manner nothing short of amazing. Its effects are 
felt and seen in every direction. From the con- 
gested traffic in the streets of our cities to the pages 
of every magazine and newspaper we pick up, we 
are constantly reminded that we live in the “Age 
of the Automobile.” One of the most conspicuous 
details attending this development is the creation of 
the display rooms maintained by manufacturers 
where the latest models of every type of motor are 
displayed in a manner becoming their importance and 
prestige. These show rooms, almost without excep- 
tion, bear witness to a determination on the part of 
the makers to hold up their end of the many-sided 
spectacle by displaying their creations in an environ- 
ment carefully devised to appeal to the eye and to 
win the interest as well as the approval of the most 
exacting customers. Even in the smaller cities and 
larger towns, the automobile show rooms present a 
spacious air of distinction that marks their presence 
and their purpose so unmistakably that the most 
casual passer-by cannot fail to be impressed. In 


F. WHARTON 


the larger cities, the architecture and decoration of 
show rooms have been carried much further, and 
their designing and equipment have become signif- 
icant and highly specialized fields of architectural 
and decorative endeavor by well known designers. 

The keen rivalry in creating automobile show 
rooms that shall be imposing from their sizes and 
their fitness for the adequate display of the cars, and 
inviting to the eye of the prospective purchaser at 
the same time, is a peculiarly American expression. 
Of course the maintaining of these splendid exhibi- 
tion places is all part and parcel of a carefully built- 
up system of advertising and salesmanship, and their 
effect upon patrons has been duly considered. The 
expenditure of the large sums involved cannot by 
any means be set down to. mere vainglorious 
“swank.” It is natural, therefore, that the direction 
of this movement and the expense which it involves 
should be subjected to close scrutiny, and watched 
in every detail with more than usual interest. It is 
natural, too, in the absence of any considerable body 
of long established precedent or experience, that the 
pioneers should not always tread with the assured 
confidence of those who know exactly where they 
are going and just how to get there. Some of the 
efforts have necessarily been a trifle tentative and. 
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Effective Architectural Treatment of an Automobile Sales Room 
Morgan, Walls & Clements, Architects 
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experimental; some, too, have been distinctly hap- 
pier than others in their conception and in the 
finished results: Many display rooms are excellent. 
The one aim apparently common to all who have 
embarked upon the broad program of embellishing 
their show rooms has been to invest them, as far as 
possible, with an air-of luxury and leisurely detach- 
ment from any-insistent suggestion of mere ‘commer- 
cialism. The patrons, who presumably are accus 
tomed to and appreciative of luxury, and who are 
looking with fastidious eyes at the qualities of ‘the 
cars. before them, are to be’ welcomed amid. con- 
genial surroundings. They ‘are to be entertained, 
not hurried,—in their inspection, The technicalities 
and formalities of sale and purchase ‘are not to be 

















over-émphasized- by an obtrusive array. of desks, 
typewriters, filing cabinets and other office para 
phernalia. The whole ‘conception is, of course, ad 

mirable. It is only in working out the many minor 
details of the scheme that questions arise over the ‘ 
best and most direct. way to get at the results. pro- ; 
ons , - P ‘ x e 
posed. The whole conception has also about it a s 

good deal of originality. It is much easier, how- - 
ever, to be fairly original in roughing out the foun- ' j 
dations of a scheme or the large masses of.a com-: : 
t,¢ — . e . . . z. 
a — sition than itis in following all the details to their | 
Packard Motor Car Co. Show Room, Chicago I -: Agee oy ee ° " : 4 
E. E. Roberts, Architect ultimate finish. The sea, in this particular case, be- § 
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Spanish Details Successfully Used in This Sales Room 
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ing more or less uncharted, we cannot do better than 
to compare the results achieved in different show 
rooms and thus arrive at a clearer grasp of the prob- 
4 lem along with a rational appraisal of features to be 
either commended or avoided in designing such rooms. 
In announcing the opening of its new building on 
East 57th Street, New York, the Cadillac Corpora- 
tion declares that the structure (Plate 60, page 309) 
“was conceived and executed not as an example of 
fine architecture, but as a background for fine auto- 
mobiles.” This, in its opinion, is the keynote to the 
whole situation. Architecturally speaking, the build 
ing has had every consideration lavished upon it. A 
rectangular entrance hall, undisturbed by show win- 
dow complications ; an arched central hall, where the 
cars are chiefly displayed; and a vaulted rear hall, 
adorned at its far end by a painting of the Mediter- 
ranean and the Riviera seen from Monte Carlo, 
these are the outstanding features of the composi- 
tion. The materials employed throughout, the finish 
of the walls and ceiling, the wrought iron and gilt 
lighting fixtures, and the richly elegant movable ap- 
pointments all conduce to the distinguished luxury 
of the ensemble. This part of the general concep- 
tion has been extremely well brought to fulfillment. 
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| 0 quote again the corporation’s announcement, this Sales Room, Cadillac Corporation, New York 
building is a permanent salon designed for the pres- Charles E. Birge, Architect 
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Sales Room, Packard Motor Car Co., Philadelphia 
Phillip S. Tyre, Architect 
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entation of custom-built automobiles in the setting 
and atmosphere of a gallery.”. That is exactly what 
this carefully studied automobile show. room. is,—a 
gallery. But just here a question arises regarding 
the fundamental appropriateness in the method of 
working out the entire scheme. Admitting the three 
chief premises that in a gallery, which is to serve as 
a background for the display of automobiles, there 
should be (1) an air of luxurious welcome. for 
patrons; (2) adequate display facilities for the cars ; 
and (3) the suppression of obtrusive commercial ap- 
pointments, no exception can be taken to the ap- 
pointments of this sumptuous gallery,—as a gallery. 
The announcement continues : “Here visitors may ob- 
serve the newest creations of the master body-build- 


ers in surroundings of the character to which they . 


are accustomed in viewing other works of art.” But 
there is just the crux. The automobile is distinctly 
an out of. doors creation. of the manufacturers’ art 
and is normally seen out of doors. It is scarcely 
feasible, to be sure, to create a luxurious show room 
out of doors, and this- difficulty has no doubt 
duly appreciated by architects and designers 
have realized the impracticability of creating 
the semblance of an out-of-door. setting for cars 
which would not appear unduly artificial and the- 
atrical as well as not be extremely costly. . They have 
probably decided that the best which can be done is 
to create a dignified, tasteful. setting, planned upon an 
appropriate scale, to emphasize a car's excellence. 

Several of the other show rooms illustrated here 
suggest danger in arranging their appointments. The 
fault of over-elaboration, in cases of this sort, is 
very easy to fall into, and the temptations are many, 
Those responsible for many of the show rooms have 


been 
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doubtless found ‘it exceedingly difficult to steer a 
safe course between. “too little’ and “too much.” 
One of the show rooms that seems to be of appro- 
priate luxury, to possess adequate display space, and 
to present absence of too-apparent office fittings, is 
the Hollywood: gallery of the: Star Motor Car Co. 
(page 307), and yet there is nothing to suggest that 
the automobiles have been wrested from their natural 
setting ‘and transformed; for the time being ‘into 
drawing room furniture or museum exhibts. Another 
Hollywood show room, that of the Franklin Motor 
Company, displays the same spirit of consistency in 
its equipment.. There is a tapestry on the wall, it is 


.true,; but the main part of the ‘floor is left to the 


aiitomobiles without any incidents to detract from 
their. prime importance. .The Studebaker show 
rooms at Lakewood, O. and San Diego; the Peer-. 
less show ‘room in New York; the Packard show 
room in Detroit; and. various others might be men- 
tioned where all requirements of sumptuous taste 
have -been complied with,.and yet one feels that the 
outdoor nature of the automobile has not been un- 
necessarily compromised by inconsistency of asso- 
ciation. Their-designing is probably typical of the best. 
That‘ this latest development of the automobile 
show room into a spacious and beautifully appointed 
gallery, different by far from:a garage, is matter 
for sincere comniendation few of course will dis- 
pute, but in making this advance it is not safe to 
shut our eyes ‘to the inherent nature of the wares 
displayed or to the importance of maintaining in the 
setting. a character which will accord with. that of 
the article itself. It is an instance in which good taste 
counts for much, taste not only in actual designing 
but also in choosing the character of the setting. 


Sales Room, Thompson Motor Car Co., Denver 
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